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Abe Lincoln. 


I do the very best I know how; the very best 1 
can; and I mean to keep doing so until the end. 
[f it brings me out all right, what is said about 
me won't amount to anything. If the end 
brings me out wrong, ten angels swearing I was 
right would make no difference. 

Abraham Lincoln. 


So just keep on doing the best you can. Keep 
on telling people about the Y@GEL Line of 
Frost Proof Closets and the Frost Proof 
Hydrant. It’s more in the telling than the 
selling. When a man knows he can have 
these conveniences, he wants them. 


Just tell him the plain truth, and nothing but 
the truth, and there will be no question about 


the end-—-he’ll buy. 


poe Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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4 Do You Use 
_ Steam Traps? 
Yes? Stop, Look and Read! 


Here is the greatest 
advance in Steam Trap 
design in 20 years. 













A trap with a valve 
which is either wide 
open or tight closed — 
never cracked on seat. 
The results are Preven- 
tion of Wire drawing 
and Cutting of Valve and Seat, which are of Monel. 


The most positive snap valve action in any trap. 


It’s because the valve and valve stem are not 
attached rigidly to the bucket, and valve is only actuated 
at end of bucket travel. Other advantages all described 
in our Bulletin No. 302. Write for copy. 


Also made as a Combination Blast Trap with Thermo 
air vent. Also made as Drip Trap for Heating Systems. 


















PATENT APPLIED FOR 











This Trap will solve your Trap Problems. 


Try one; if you will part with it after 60 days’ use, send it back 
and we will refund cost and pay transportation. Fair enough. 





ILLINOIS ENGINEERING CO.. 
C aia vey 
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INTRODUCING A NEW AND IMPROVED 


“QUIK-OPE” 


Line of Cocks and Faucets 


These products combine the positive action of compression work with 
the quick opening action of Fuller work. A most desirable combination. 


At present time the sales have far exceeded our expectations, so we 


advise you to get your order in without further delay. 


Write today for circular and prices 
on this complete and attractively 
priced line of products. 


SOLD ONLY THROUGH THE JOBBING TRADE 


THE HAYDENVILLE COMPANY 


HAYDENVILLE, MASS. 
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REG.U.S. PATENT OFFICE 

















C cit 
apacity 
The water heating capacity of the Paracoil is underrated rather i 


than overrated, and you can depend on the ratings we give you. , 


Davis Engineering Corp. 
eo 


ELIZABETH, NEW JERSEY if 
NEW YORK OFFICE: 90 WEST STREET 7% 3%.* 
fy 
Pal ve oe ph “ 
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HE STATEMENTS above give an example of what can be 
accomplished with Smith Boilers when properly installed. 


Smith Boilers are so rated that they have an above-normal 
capacity for exceptionally cold weather and ordinarily operate 
to secure maximum heating volume from the coal burned. 


If you, or any of your customers, are interested in Boiler 
Ratings, let us send you complete and accurate information. 
We will gladly send you a copy of our booklet with no obliga- 
tion on your part. Send for it. 




















THE H. B. SMITH COMPANY 
Dept. A-4, Westfield, Mass. 
Sales Offices and Warehouses at: 


Westfield Boston New York’ Philadelphia Cleveland 
Gentlemen: Please send me a copy of your booklet 


SMITH | 222 
BOILERS = 


City State 
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THE H. B. SMITH COMPANY, 
Dept. A-4, Westfield, Mass. 
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Have your 
journeymen ; 
leave the 
empty car- : | 
ton on the 
job— 
T’S the “easy-to-do” things in business 
that make money for you. And it is 
certainly easy to use a Mushroom Parabal 
on every job. 


Suppose Mrs. Jones ’phones you to come 
right over to put in a new tank ball. You 
turn the job over to one of your journeymen. 
He takes out his Mushroom Parabals in 
their cartons. He installs one quickly and 
leaves the empty carton on top of the tank 

or somewhere near. After he leaves Mrs. 


Jones, goes into the bathroom to see if 


everything isO. K. It is. She then notices 
the empty carton. On the side of it she 
reads—‘‘Guaranteed 3 years——-Price $1.25.” 
The thought flashes through her mind-— 
‘our plumber used that Mushroom Parabal 
that I’ve read about in the magazines.” 


Along comes the first of the month. In 
making out Mrs. Jones’ bill, your book- 





Woodward Wanger Co. 


Philadelphia 


Quality Plumbing Specialties Since 1906 


Western Branch 
922 Franklin Street 
OAKLAND, CAL. 









Canadian Distributor 
S. T. HADLEY, 111 Anderson Street 
MONTREAL, P. Q. 





Have your bookkeeper bill out 
the Mushroom Parabal by 
name. 


keeper has carefully itemized ‘‘1 
Mushroom Parabal (Guaranteed 
three years) $1.25. 


Mrs. Jones gets her bill. ‘‘That’s 
right guaranteed 3. years 
$1.25-——it said so on that littl 
box that the plumber left in 
the bathroom. 


by ysin oa 
\ Feral 


onjevery job 














Guaranteed 3 Years 


The Woodward-Wanger 
o., gua ees the Mush 

ral three 

fail to 

e forthat 











The [bill is paid. Everybody’s 
happy. No fuss, no kick. You’ve 
handled the jdb just as Mrs. Jone 

expected you would. 

It never occurs to her t« que 


tion the price, nor to doubt the 
quality of your service 


" ion to DUY 
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tar Hack Saws 


THE PLUMBING DEALER WILL AGAIN LOOK 
TO THE “STARS” FOR THE STANDARD OF 
QUALITY IN) HACK SAW BLADES FOR 1925 


“Makers since 1883”’ 


CLEMSON BROS., INC. 
Middletown, New York 


WE HAVE SOMETHING TO TELL YOU ABOUT HACK SAWS. WRITE FOR BOOKLET. 
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FAIRBANKS-MORSE HOME WATER PLANTS 





We are making 1925 a year 


of greater opportunity 


Every year thousands of homes are equipped with 
water plants. The modern generation knows the value 
of water under pressure and insists on having it. It’sa 
question of greater health and freedom from drudgery. 
Fairbanks-Morse dealers have always been able to get 
a good slice of this business. During 1925 they will 
have working for them the most extensive advertising 
campaign in the history of the company. They will get 
a still larger portion of the business than ever before. 


This advertising is appearing in such leading publi- 
cations as The Saturday Evening Post, Literary Digest, 
American Magazine, Country Gentleman and leading 
state farm papers. Millions of readers are being told 
that any home —- no matter where it is located — can 
have water under pressure. Dozens of new prospects 
will be created in your territory this year. The dealer 
who sells Fairbanks-Morse Home Water Plants will get 
the profits from these sales. 


And the profits that flow to the Fairbanks-Morse 
dealer stay with him. Quality construction in every 
detail prevents future trouble. Profits are not eaten 
up in service calls. 


Fairbanks-Morse Home Water Plants are made in 
a variety of sizes to fit all requirements -—- both electric 
and engine driven. There is a plant for drawing water 
from any source. The electric plants operate automat- 
ically —- self-starting, self-priming, self-oiling. 

It always pays best to se// the best. High quality 
and low prices are a winning combination. Write for 
latest literature and full details of one of the best 
dealer propositions on the market. 


FAIRBANKS, MORSE & CO. 


Manufacturers 





Fairbanks - Morse Products—‘‘Every Line a Leader’ 


f 
i 
Pa 


L- 


& | 








200 Ga!l. Per Hour Plant 


PRICES 
120 gallons per hour capacity 
pump, 60 cycle motor, 8 gal 
lon galvanized tank, com 


© $84.75 


200 gallons per hour capacity 
pump, 60 cycle motor, 35 gal 
lon galvanized tank, com 


plete 
$115.00 


Prices, cash f. o. b. factory. 











Also larger sizes, for engine 
or electric drive, corres 
pondingly low priced. 


Fairbanks, 


Morse & C 


Dept. I 2, 900 
S. Wabash Ave 

Chicago 
Send latest litera 
ture and complete in 
formation regarding 
Fairbanks-Morse Home 


Water Plants and dealer 
plan. 





NATION ALL Y 


ADVERTISED 
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WALTER W. 
WILLIAMS 


C. J. SCANLAN 


Oil-O-Matic maintains the only school 
in the world for oil burner instruction 


The first and only training school teaching th« and the user. It fires the dealer with enthusiasm 
The Williams based on knowledge. It increases his sales. It cuts 
Institute of Heat Research. This institute is under down and simplifies his service work to the very 
the supervision of W. W. Williams, inventor of the minimum. Such training assures the user of expert 
Q]-O- Matic, and ts maintained in Bloomington by installation, intelligent service and constant heat. 


the Williams Oil-O- Matic Heating Corp. Back of all this, are the four natural laws of oil 
Here dealers, salesmen, servicemen, and tise burning on which Oil-O-Matic is built. Six years 
thon crews are given a thoroug x course 1n the prin of proved success 1n more than 20,000 installations 
iples of Oil Combustion and Apy us d Heating 'No in small homes to big buildings is a fact no skeptic 
ther ol burner manutacturer otters such ee ae can look in the face and remain skeptical. 

assistance to Its dealers. lt is to your advantage to know the facts about 


1 Oil-O-Matic. They are surprising. Write us and 


principles of ol heating 1s known as 


Vhis course of lectur »y Pract al shop work, or 
ind written examinations, is directed by a faculty we will send you material that will convince you 
of graduate engineers. Ni w classes are formed Oil-O-Matic has solved the oil burner problem. 
each month, and every Oil-O-Matic dealer is ri ’ ‘ re . 
quired to have at least one member of his ¢ ompans WILLIAMS OIL-O-MATIC HEATING CORP. 
attend the Institute. Main Office and Plant: Bloomington, III. 

Largest producers of automatic oil burners in the world 
Such training ts for the protection both of the dealer Authorized dealers everywhere 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


TE SELDOM SPEAK OF ASSOCIATION 
/ secretaries on this page Probably most of 
them find themselves too busy to carry on much 


correspondence, but we know of one who sits up nights 
to write letters when it concerns something that will 
help the members of his association, Just one para 
graph from his letter will show you why I admire his 
attitude. He says: 

“Will you kindly send me about twenty-five reprint 
of Mr. Reardon’s article on Finance and Credits? I will 
distribute these among our members and also among 


some non-members who do not interest themselves 1 


reading, as this will benefit them in their busines 
h 


believe that if I can get such men interested in reading 
some of these articles they may ce the light of day 


and gradually become better business men.” 


\M STRONG FOR THE SECRETARY WHO 

is constantly alert for what will help member 
and non-members. And, speaking of the Reardon 
article, there is a piece of writing that has met favor all 
through the trade. Another association secretary o1 
dered enough copies of the December 27 issue, in which 
it was printed, to furnish one to every member of his 
association; and other people have written in to com 
mend Your Weekly for using such constructive articles 
as this. In case you missed the Reardon article, I will 
be glad to send you one or a quantity of the reprint 


of this article. 


ND REMEMBER THAT T SHALL BE GLAD 


to consider the reprinting of any article you 

think is especially valuable. Just drop me a_ line 

as soon as you read an article in “Domestic Engineer 

ing” that you think “rings the bell.” 1 want to lend a 
] 


hand through these articles wherever it is possible, so 


feel free to suggest reprinting any article that has 


really helped you. That’s one way, you know, in which 
I make Your Weekly “Primarily Practical.” 


bbe POSTMAN HAS BEEN MORE THAN 
kind this morning. Here’s a letter from a friend 
who has made a number of practical suggestion 
in the past. His remarks carry authority, for he back 
them up with a bank note. Here we go: 

“Enclosed find $5 for another three years’ subscrip 
tion, which IT consider one of my best investments. It 
keeps me posted on modern plumbing practice, and the 
advertisements show the latest designs of fixtures, ete 
i 


You have a very instructive and entertaining staff « 


writers, whose articles I read with a great deal of in 


' , 
erest. | feel it mv duty t keep abreast with the latest 
] ] ? ’ ’ ] ] + ] 1 M ; 

development just as one expects his doctor, his dentist 

ri iwver to be up to date 


_. HE GOES ON “I BELIEVI 1] 
would be wise to start educating our appren 
and the 


tices, yourneymen, estimator 


by Ook ke Cpers 


wholesale plumbing dealers in the busine end of 
our trade, and impr upon them that the main goal 
of the business is profit; for if we don’t get a profit 


we cannot serve the public right very long.” 


Pretty sound thinking, isn’t it \nd such letters 
please me just because the writers seem to believe that 
Your Weekly does contain really helpful articles, and 
that we welcome ugvestions for other helpful dis 


a NTLY LAST WEERK’S ARTICLE BY 
i ( Hf. Nickerson, the Non-Siphon  ‘Prap,” 
d some differing opinions in the trade. 
Phat’s fine: the more these two ided cpu tions are 
talked back and forth, the closer’ we will come to the 
truth \nd this brings up a point I hope you will 
Ik] 


always remembet Your Weekly never prints any 


article as being the last word on a ubject. The articles 


| offer you are prepared by the most authoritative 
writers [| can secure But a practice that is approved 


today may be replaced by a more modern practice 
tomorrow So know that I welcome your letters of 
criticism, whether they be favorable or unfavorable to 
Sometimes facts brought out in 


discussion are worth much more than the writing itself 


When vou don’t agree, say so, and give reasons fot 
your belief lhus the other fellow gains 

LY, oe r MARVELS POINTS OUT IN THIS 
A issue a fact that will make you think The 
man with the store off Main Street does have a 
chance to suceced \nd he proves it by telling about 


a master who, although around the corner from Main 


Street. is vet making provre \ prominent location is 
a great busine builder But read this true story, you 
master who cannot right now atford to pay Main 


street rent, and then decide utilize every advantage 


of your present locatior You'll find it the quickest 
oute to your final aim —the Main Street) plumbing 


and heating ¢ tablishment 


_. 





14 DOMESTIC ENGINEERING February 7, 192 


‘“‘TOLEDO”’ No. 1A 
1’ to 2” RATCHET THREADER 


*L2ic 


(STATES WEST OF THE ROCKIES 
NET PRICE et ... $12.75) 





This is the outstanding value in pipe thread- 
ing tools today. 


The same incomparable ‘‘TOLEDO”’ No. 1A 
1 to 2-inch ratchet threader is now offered 
you at this new reduced price. 


The new micrometer taper pins permit in- 
stant adjustment for any depth thread, and 
BUY BY COMPARISON this exclusive ‘““TOLEDO” feature coupled 


AND YOU WILL BUY A with the efficiency and quality of this genuine 
‘““TOLEDO”’ No. 1A tool, makes it the best buy 


"TOLEDO" on the market. 


Your jobber can supply you and when buy- 


V q ing look for the trade-mark, insist on it, and 
aE 


accept no substitute. 


THE TOLEDO PIPE THREADING 
MACHINE CoO. TOLEDO, OHIO 


NEW YORK OFFICE, 50 CHURCH ST. 
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Chicago, Illinots 


February 7, 1025 


The Plumbing ayo Heating We ekly 





Educating A constructive piece of work " being 
> done by the New Jersey Building 
the Owner congress. It has issued a circular 
to home owners instructing them as to the best time for 
the making of repairs. The sections on plumbing and 
heating, reproduced here, are right to the point: 
“Plumbing: Make 
to March. 


houses are closed; do not wait until they are opened 


alterations and additions from 


December Clean out grease traps when 

again. 
“Heating: Overhaul and repair your heating plant 

when you shut down in the Spring. Plan major repairs 

and replacements of heating plants during the Winter, 

so that the work can be started April 1.” 

He, like 


most other people, is inclined to postpone plumbing and 


The average home owner needs this advice. 


heating repairs until cold weather or real trouble with 


an installation drives him to action. Then he moves 
too hastily. 

This makes good capital for the plumbing and heating 
contractor who looks ahead. Here is your opportunity 
to advise your customers and prospects in a direction 
that will save them inconvenience and perhaps expense. 
A series of friendly advertisements stating the value 
of following the above-quoted plan will react favorably 
on your cash register and will spread your work over 
a longer period of months, 

You couldn’t find two better reasons for trying a 
suggestion. And remember that when you help your 
customers avoid inconvenience and discomfort you are 


rendering super-service. 


rs 
= 


¢ 


fd 


Discussing the waste of water in 


Needed—a 
Little Action 


include a wasted opportunity. 


Chicago, the Chicago Daily News 
discloses a situation that seems to 
Business opportunities 
are ignored every day, but we trust that in no other 
city have the master plumbers overlooked an order which, 
if the News is correct, totals close to 50,000 closet in- 
stallations. The important sentences in this article are: 


“One type of ancient plumbing fixture—the hopper 


closet—costs Chicago taxpayers thousands of dollars 
annually. Some 50,000 of them are still in use 
here An ordinance compelling replacement of all 


hopper closets by modern fixtures was introduced in the 


city council in 1921, referred to the finance committee, 
and never emerged from the committee room Ina 
report on the water system made to Mayor Dever last 


July Commissioner of Public Works Sprague again 


urged abolition of hopper closets as the most effective 


method of securing temporary reliet from water waste 


until universal metering could be adopted.” 


What a chance for an association! Higher taxes being 


paid because of 50,000 antiquated fixtures 


‘| he public 


complaining of these taxes. City officials recommending 


the condemnation of such fixtures by ordinance and the 


installation of sanitary and modern fixtures. 


An Oppor > 


tunity for the local association to work for an ordinance 


~ 


15 


which would entitle its members to public thanks as well 
as the public’s business on these thousands of installa 
tions. And yet the one effort to pass such an ordinance 
failed four years ago. 

Did it fail because not enough master plumbers were 
to Did the 


get behind this proposed 


exerting their influence make it succeed? 


Chicago association earnestly 
ordinance ? 

One explanation will undoubtedly be that “polities” 
blocked the measure. But right now, when Chicago and 
other lake cities are concerned with the saving of water, 


and when Chicago’s commissioner of public works him- 


self suggests such an ordinance as “the most effective 
method” of conservation, that reason would seem in 
sufficient to shackle the power of an association that 
means business. 

We are more interested in what shall be than in 
what is. We hope to see the Chicago Master Plumbers’ 
Association use its influence and activity toward the 


early passing of an ordinance prohibiting the use of 
antiquated hoppet closets Surely the credit for having 


initiated such an economical and health-conserving 


measure, and the actual dollars of business that must 
the 50.000 
stallations, the 


this association on 


follow condemnation of about closet in 


for interest and 


f 


enough 


are 


the members ¢ 


energy required of 
this project. 
And every 


V 


ill be 


tunities that have been overlooked. 


community Ww found to hold oppo 


Wherever you live, 
look about you and find these possibilities for improving 


your community standing and your annual volume of 


business. 
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SEWARD BEST 


QUINCY, ILLINOIS 


President, ///rrots (Waster 
Plumbers Association 





























Pittsburgh apprentices are taught every phase of the trade in 


the installation frame. The second and third 





Grant School, 


stories 


basement and first floor of 


of the 


shop 


This is a view 


project up into the on main floor 


‘Leaching the \ eachers 


meeting of master 
\ 


meeting, 


there is 
the 


YJHENEVER 
it 
gathering, 


a 
National 


Zone 


plumbers 
convention 
the 
get-together of the local association, the subject of training 

More has 
subjeet than 


/¥/ whether be sociation 


a state a or regular 


apprentices is almost certain to come up been 
this 


the plumbing 


any 
It is 


journey 


written 
that 
fact 


said and concerning one 


confronts trade 


that the 


other problem 


an acknowledged lack of competent 


men threatens the very future of the industry. It is agreed 
by all that apprentices should be trained But it is even 
more important that apprentices be properly trained To 


be properly trained they must be properly taught 


To successfully teach the craft the instructor must know 


o 


the principles of teaching as well as be a master workman. 


The most capable master or journeyman, while he might 
he able to do the work more efficiently than others, might 
not be able to teach others how to do it. To give to jour 
a knowledge of the princi 
the of the 


Pittsburgh, 


neymen and master plumbers 


ples of teaching and learning is purpose con 
held at 
conference made 
Pittsburgh, 
National 


Heating 


instructors to be 
This 
co-operation of the University of 
of the 


Bureau 


training 
16 
the 


ference for 


February to 28 is possible 


through 
Technology and 


the 


the Carnegie Institute 


Trade Extension of Plumbing and 


Industries 
The 
for plumbing 


season 


dull 
planned for 


the 


especially 


called 


instruction is 


has been during 
The 


the plumbing trade 


conference 


those engaged in The problems to 





he studied are largely those which have to be olved in 
the actual operation of plumbing school The character 
of instruction will be such as can be understood by anyone 
who has had five or more years’ experience as a journey 
man plumber No training will be given in the practical 
work except as incidental to the illustration of teaching 
methods 
THE MEN TO SEND 
SSOCLATIONS are invited to send to the conference 
A one or more men who, besideS being respected for 
their mastery of the trade, have at least a grammar school 
education, are between the ages of twenty-five and fifty, 
and have a personality that enables them to handle young 
men under instruction The conference is also open to 
individuals who meet the qualification tated, whether 
they are affiliated with regular organizations or not 
It is fortunate that the conference is to be held in Pitts 
burgh because of the wealth of opportunity afforded the 
prospective teacher to visit manufacturing plants where 
all kinds of plumbing materials are produced Here will 
be seen the production of plumbers’ bra good \ trip 
will be taken through the largst pipe mill in the world 
The prospective teacher will view the manufacturing of 
sanitary ware and of cast iron pipe All these things can 
be seen in Pittsburgh, and Saturday morning, February 
21, and the following Saturday morning, have been set 
aside for visits to the great manufacturing plants that 
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have made Pittsburgh famous, not only in this country 
but throughout the entire world. 

Then there are other advantages in holding the con 
ference in Pittsburgh The Carnegie Institute of Tech- 
nology in its College of Industrie maintains day and 


vening schools for the building industri« in all grades 


from that of the apprentice to classes for the contractor 


A visit 
‘lumbers 


Trade School for 
Board of 
attend school four hours per 


week's 


will be made to the Apprentice 


maintained by the Pittsburgh Educa 


tion, where apprentice weel 


} 


as part of their regulay work, being paid for the 


me they attend school Arrangements can be made to 
visit evening schools for other crafts, and the Evening 
school for Plumbing operated by the Pitt burgh Board 


of Education 
“All 


there 


Jack 
opportunity for 
Publie Library, Art 


famous, within a stone’ 


a dull boy.” but 
sightseeing and 


work and no play makes 
will be 
The 


nationally 


plenty of 


Carnegie Gallery, and 


throw 
Within 


Museum are all 
he University of Pittsburgh and Carnegie Tech 
be found a beautiful cathedral, 
the Allegheny Audi 
of the heroes of the Civil War 
Athletic Club 
the 


easy walking distance will 
High 
‘orium, erected in 
vria Mosque, the 
sh Rite Cathedral, a 


University of Pitt 


the Schenley School Memorial 
memory 
the Scot 
the 


Institute of 


Pittsburgh and 


well as buildings of 


burgh and of the Carnegie 


rechnology 


THOSE WHO WILL TEACH 
PYAHE FACULTY, which will be in charge of the train 
ing conference, is composed of masters in their work 


and masters of instruction The faculty personnel i 


as follows 
EK. L 


prentices) 


Schools for Plumbing Ap 
National Trade 


Bowman (Organizing 


educational director Extension 


Bureau 


Clifford B. Connelley (advisor in charge of inspection 


Indus Carnegie Institute 


trips), director of trial Relations, 
of Technology 

Trade 
Plumbing Re 
Ventilation 


Institute 


Samuel E Dibble (Analyzing the Plumbing 


Teaching the Plumbing Apprentice and 


lirements), head Heating, 


College of 


Department of 


and Sanitation, Industries, Carnegie 
of Technology 


coll 


in plumbing 


John Dri (Teaching the Plumbing Apprentice), in 


tructor Apprentice Trade School. Pittsburgh 
Dy 


Public 


Robert 


Sx hools 
B. Leighou 
Chemi 


(Plumbing Science for Instructors) 


professor of try, head, Department of Industrial 


College of Industries, Carnegie Institute of 


Science 
Technology 

Herbert L 
University of 


(Teaching and Learning), School of 


Spens er 


Education, Pittsburgh and Vocational Coun 


selor, Latimer Junior High School, Pittsburgh 
Arthur W. Wolfgang (Organizing Schools for Plumbing 
Apprentices), field representative, Apprenticeship Service 


Department, National Trade Extension Bureau 
HERE ARE THE COURSES 
PYAHE COURSES have been arranged to secure the maxi 
the time A brief 


the courses is given here for your benefit 


mum results from minimum of 


description of 


PT. I Organizing Schools for Apprentice Plumbers Pros 
ress of apprenticeship for lumbing; definition of apprenti« 
hip; detailed ste] ! iry to find apprenticeship conditions 
na mmunity selling the idea of apprenticeship; get ig 
the co-operation of civi bodles organizing equipping nd 
operating a school This course is an outline f organization 
methods Mr. Bowman and Mr. Wolfgang 

Pa. Be Teaching and Learning The fu mental t! 

irning process; the background; collecting facts; forming 
onclusions Teaching a finding and connecting to the 
aackground memory, recal habits; interests; skill; simplé 
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! ft ne ! ng thinking Prof. Herbert 
Tt ~ , or dail 

PT. Til Analyzing the Plun gx Trade for Teaching Pur 

Factors of trade succes skill, knowledge, judgment 

rea the plumbing trade int teaching divisions listing 

sh ind knowledge required t I taught in each 

rrangir the elected ills into an instructional 

er relating information or knowledge factors to skill 

T} course will give the tudent a good general 

i f h teaching matter leveloped Prof. S. E. Dibblk 

I 1V Method of Training th Apprentice Plumber 

irse supplements Part 3 by giving the methods of 

t hich trad trad kt vVledge, and trade 

! t ire d oped n the apprentice The general 

a teaching and learning as presented by Prof 

roar her lapted t tl nstruction of apprentices 

fethod f teaching trad ills; individual instruction, class 

monstr ion } x rir nt ind illustration; methods of 

iching trade knowledge directed study, project, recitation 

ture; methods of developing trade judgment; the problem, 

he pro t; methe f testing Prof. Dibble and Mr. Dris 

l, da 

ras Plumbing Science for Instructors The principles 

f I in l 1 ir th plumbing industry, especially 

rar d for those who are preparing to be teachers Four 

main ubjects will be covered 1. Mechanics of Plumbing; 

Hydraulics of Plumbing; Chemistry of Plumbing; 4 

Bacteriol of Plumbing Special attention will be given 

t th problem of arranging and using simple apparatus for 

demonstrating scientific proce es to apprentices Prof 
Leigho daily 

PT VI Plumbir Regulations Analysis of essential 

! nt n plumbing cod il liabilities and responsibilities 

th our man ind tl apprentice as agents of the 

master plumber; the proposed national code; the Pennsyl 

vania code development of codes and reasons why various 

n the codes have been enacted as laws Prof. Dibble, 


Conference hours will be held each day so that the vari 
ous instructors may be reached on specific problems con 


fronting students. 


NO TUITION CHARGES 
FPYXNUITION in the course is absolutely free. The only 
| charge is a of $3 
the issuing of suitable cer- 


registration fee per person made 


o cover incidentals, including 
tificates of attainment to those who satisfactorily complete 
The course of the instruction is borne by the 
Trade Bureau and by the State and 
governments the Smith-Hughes Act. Liv 
are to be met by the student, the usual charge 


the course 
National Extension 


Federal 


ing’ expense 


under 


for room and board in the district near the school aver 
uging about $15 a week Those registering will be fur 


nished a list of rooms 


Up té February 10, registration should be made by ap 


plication to the Apprenticeship Service Department of the 
National Trade Extension Bureau of Evansville, Ind. Those 


enroll in advance must themselves 


Hall, 
February 16, 


who do not present 


at Room 7, State University of Pittsburgh, at 8:30 
Monday, 


will be 


a. m., as only those who have reg- 


istered allowed to attend classes or lectures. It 


is advisable to register in advance 

The conference offers much to those who desire to teach 
apprentice schools and to associations who want their in 
tructors to have the best in the way of training to teach. 
The course of instruction covers every essential point, the 
the 


Pittsburgh 


connected with technical 


the 


instructors are greatest 


schools in the country, stay in will be a 


most enjoyable one, and those who attend the conference 
will be tenfold repaid, whether it be an instructor who 
comes on his own expense, the instructor sent by the 


association, or the individual. 


In order to have apprentices we must have teachers 
The better the teachers are trained and equipped the 
higher the type of apprentice they will turn out. Send 
a man to Pittsburgh as an investment in the future of 


the industry 




















The Copley-Plaza Hotel, Boston, scene of the annual session of 


“You Are the Minute Men 


Of Heating and V entilation!” 


So said President Homer Addams in addressing the American Society of Heating 


and Ventilating Engineers at Boston. 


A 


It 
city 


Society 
his- 
ventilation. 
that 


29 


MID American 
of 


tory 


the 
Engineers 


historical surroundings 


Ventilating made 
of 


the Copley 


Heating and 
the 


soston, 


heating and 
Hotel 
convention, January 


in sciences 
of which 
28, 
the preliminary meeting in 
add the 
which put 


was in Plaza 


is three days’ 


proud, a 
30; four days, counting 
York City, and five days if you 
in New York the 31st 
on the good work that had been done in Boston 

Nearly the United States 
sented at this 31st annual meeting at America’s hub, the 
the third 
York meeting 
of 


can 


and 
New 


session 


executive 


on a clincher 


every part of was repre- 


297 
oe, 


Dibble, of the 
the high- 
He 
are 


numbering 
Prof BE 
Technology, was accorded 

be this 
president elaborate 


registration on day, 
At the New 
Carnegie Institute 
honors that 
be the 


already in operation 
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est bestowed by society. 


and plats 


for the work of the society during 


is to next 
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American Society of Heating and Ventilating Engineers 


See if this record does not prove him right 


the coming vear The American Society of Heating and 
Ventilating Engineers is grateful to Prof. Dibble for 
the work he has done for the advancement of heating 
and ventilation, and they showed their gratitude in this 
way. The year 1925 will be a year of work if Prof 
Dibble’s plans are put into execution, and no one who is 
familiar with the past achievements of this persevering 
scientist will doubt that they will be put into operation 
and that the achievements and advancement of 1925 will 
be a credit to the society 

The other officers elected and committees appointed 
were: Vice-president, Wm. H. Driscoll, Long Island City, 
N. Y.; second vice-president, F. Paul Anderson, Lexing 
ton, Ky.; treasurer, Perry West, Newark, N. J.; mem 
bers of the council Homer Addams, New York City; 
Willis H. Carrier, Newark, N. J.; Joseph A. Cutler, Chi 
cago; Walter E. Gillham, Kansas City, Mo.; W. T. Jones, 
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Newtonville, Ma Thornton Lewis, Philadelphia, Pa the membership in order that it may be voted upon 
and A ( Willard University of Illinois. Urbana Ill at the next annual meeting of the society and become 

Executive Committee Wm. H. Driscoll, Homer Addams effective January 1, 1925.” 
and W. H. Carrier Membership Committee: W. H. Car It was an important meeting at New York Its pur 
rier, Walter E. Gillham and W. T. Jones Publication pose was freighted with considerations that would affect 
Committers 4. ©. Willard, F. Paul Anderson and James the whole future of the society, the continuance or aban- 
H. Walker Finance Committees Thornton Lewis and donment of the Laboratory And be it here recorded 
Perry West that in that assemblage of fifteen men who have given 
At the banquet when the new president was presented so much of their money and service to the society, there 
to the assembly Pre Dibble outlined a skeleton pro was not one dissenting voice The resolution was passed 
gram of the vear work When the society elected me unanimously and the Research Laboratory will continue 
its president,”’ he said it committed itself to a year of to function The by-laws as changed are here presented 
hard work The work we have done in Boston during Few thought for a moment that the Laboratory would 
this convention i far beyond anything we had hoped be abandoned, but it is a serious matter to increase the 
for, but we are going on still farther, confident that dues of a society At the Boston meeting no one op 
greater things are in store for us in the future.”’ posed the laboratory, but a number hoped that some 
other way could be found for getting the necessary 

THE FUTURE OF THE LABORATORY ASSURED money than by increasing the dues 

OMER ADDAMS, the retiring president, at various Only a few years ago, five thousand dollars was thought 
H times during the convention, aroused the members to be a big sum to spend for this purpose, and a mark 
to a high degree of enthusiasm and during the discus was set for the Laboratory in the minds of some promi- 
sion of the laboratory gave expression to a sentence nent members of the Society, which if achieved would 
from which the title of this article is taken, and which warrant the existence of this institution. The Labora- 
should go down on the records of the society, and which tory has filled and surpassed all the expectations and is 
should be hung on the walls of every chapter. “We are now going forward with new confidence and new spirit, 


on historic ground he said “We have stood on the in order that the science of heating and ventilating may 
ground where fought those have its place in the sun 
patriots, the Minute Men 

of 1776 They did not THE CODE 


hesitate to perform § their . >) rw. . hag - 
¢ ~ HE code, which has 
tities: he ham tein « Research Fund Pledges on. Taee. Sus 
' ’ > been the subject of 
duty to pertorm "ou are / . . . 

y ‘ ‘ / liscussion at so many an- 

caine ak ot ati Made at Annual Meeting mie pnielpateeney 
' - nual and semi-annual meet- 
and ventilation.” 


NAME AMOUNT ings, came up for discus 
And Minute Men they ee ee ae .. . $1,000 sion again at this 31st 
were in fact, coming nobly Hoffman Meecialty Co 1.000 annual convention, and 
into the breach when the Rnffalo Forge Co 1.000 much progress was made 
life of the research labora oT ieee fee 1,000 towards its perfection. It 
tory seemed uncertain, do Generel Blesterte Co - 500 was discussed section by 
nating money in sums of Tinhinenn; areiod Go. rae 500 section and recommenda- 
a hundred, three hundred, + Gentian Uiiaaaien: to ee 200 tions from various chap 
five hundred and a thou ae ~ aoe 250 ters were read. 
sand dollars that this work Reed Filter Co.. . in nee 250 For instance. in the sec- 
might go on A list of the Monarch Weather Strip Co.. eee 95,0) tion covering the minimum 
donors is shown in box Excelso Specialty Work ee #56 capacity and installation 
form herewith. Midwest Air Filte » Co _ 2. 250 requirements for low pres- 
So the continuance of Thermal Appliance Co gel E On han 250 sure steam and hot water 
the research laboratory Nash Engineering Co ; = 250 heating boilers it states: 
was assured In addition Barnes & Jone ane 200 “The average smokehood 
to this, action was taken John J. Nesbit Co é 150 temperature shall not ex 
at a meeting in New York Dr. Bryant .... ee ‘ 100 ceed 500 deg. F.””) which 
on January 31, to so amend Fowler & Wolfe Manufacturing Co Ay 100 was later changed to 650 
the by-laws that it would York Heating & Ventilating Corp oxears 100 deg. 
be possible to increase the Langenberg Mfg. Co.. pouty oe etna 100 “Why 650 deg. for this 
dues to take care of part of Frederick Mensing : ir art ae Me 100 temperature?” said one 
the additional funds neces Sterling Engineering Co es ie 100 man from the East. “It 
sary for this work The has been my _ experience 
resolution presented and TOTAL. .. $8,000 the temperature is more 
passed unanimously at this like 400 deg. than 650 
notable meeting in New | deg.’ This point was dis 
York was as follows cussed at some length and 
‘In accordance with the resolutions passed last June was explained evidently to the satisfaction of every one 
at the 1924 semi-annual meeting of the society; by Wm. M. McIntyre, president of the Kansas City chap 
“Resolved, that an amendment to the by-laws of the ter, and chairman of the Code sub-committee on ‘Heating 
constitution be drawn up providing for an increase of Boiler Capacity 
$10 in the dues of members and associate members, Capacities of boilers came up for its usual round of 
such increase in dues to be deposited in the Research discussion “T think this section of the code should re 


Fund, that it is to be used for no other purpose, and ceive further attention,’’ was one comment which was 
that the society be guided by the present constitution evidently concurred in by many others. “For who will 


and by-laws in submitting the proposed amendment to say,’’ was the question asked, ‘‘what the capacity of 








DOMESTIC ENGINEER 


The Boston Com ttee for the annual meeting of the A. S, H. & V. b.—Standing: G. TH. Gleason, chi of the Eintertain- 

ment Committee; Wm. TT. Jones, president of the Massachusetts Chapter and chairman of the “Publ ty Committee.— 

Seated: J. 8S. Webb, chairman of the Reception Committee; Alfred Kellogg general chairman, and J. FF. Tuttle, chairman 
of the Hotel Committee 


any boiler is?” The question arises what fuel and what subject and unle ve assert our authority we are going 

other conditions should be taken into consideration in to lose prestigé 

determining boiler capacity. “There seems to | ym misconception of What out 
A few of the many comments on the code are given in code ought to be The ode hould unify all rules and 

the following paragraphs: theorie ett that we ha ised When we put our 


“The code is too Jong, there are too many generali stamp of approval on it it becomes similar to the boiler 


ties, The code should be divided into two parts, the makers’ code of the A. S. M. E. for the inspection of 


essential code matter and notes or data giving the foun boilers and their operation 


dation for the various computations in the code.” “You cannot get engineer o believe in the code 

“T believe we are in a chaotic state in this boiler busi- unless they know what the fundamentals are I do not 
ness and we should have our data in such form that think it encumbers the code to give the fundamentals 
the public can understand it and it should not be put in right in the code It could, of course : in as an 


technical terms.”’ appendix There are quite a number ho think this 
“This association is looked to for authority on thi would be a good plan 
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GENERAL COMMENTS ON THE CODE and I am in favor of the two forms which have been 
it AVY opinion is that the purely code matter should discussed,” said a member from Pennsylvania 

M be separated from the descriptive matter It “This code should be a summing up of essentials that 
might be printed in a different type and all sections of every man can understand and I think a reference should 
the code proper be prepared so that the code itself will be attached to the pages showing where the fundamentals 
be in proper code form, and the descriptive matter serve of the code may be procured We should have a com 
to elucidate the code matter In its present form it is plete code for architects and engineers and a simpler 
not easy for the man who runs to understand,” said one code for those who do not need all the details.”’ 

“This code should be “It is perfectly ridicu 
for the architect and the lous that in one place they 
engineer who can under figure radiation one way 
stand it I think it an The By-Laws as Changed at the and in another place, an- 
excellent code Perhaps # eee . other way. We are trying 
we should make it into New y ork Meeting, Jan. 31, 1925 to get rid of this rule-of- 
sections The architects : thumb method. I do not 
and engineers feel the Section 2, The annual dues of Members and know of any way in which 
need of something definite \ssociate Members shall be Twenty-five Dollars you can find the heat loss 
and they are looking to the ($25.00), of lunior Members ten dollars of this room by the rule- 
society for it When re ($10.00) and at Student Members five dollars of-thumb method. Some 
leased and approved by the vf codes are written by busi- 
ociety they will welcome 9.00 ) | ness men who are inter- 
this code and use it, and I Section 3, Of the annual dues paid by the ested in some kind of tile 
think we should immedi members of each grade, three dollars ($3.00) or some kind of steel rein- 
ately put our stamp of ap shall be considered as a subs ription paid for forcement, or some build- 
proval ae it.” the JouRNAL and the annual ducs paid by | 18 detail = won 

“A code for legislative . : ; tion should be perfectly 
purposes in my _ opinion Members and Associate Members ten dollars | able to write a code. I do 
should be modified and ($10.00) shall be nsidered a direct contri not think that other asso 
simplified because no legis bution to the Research lund and shall be im |  ciations should be asked.” 
lature will go through the mediately deposited in said fund and shall not During and_ following 
‘ode in its present form.” be used for any other purpose the discussion, motions and 

“After all, whatever we Ce Ee, ae Ee Eee Sane ee amendments were made 
jo in this code, one thing ; i in re rapidly, the sum of the re- 
we will have to do is to grade except a Junior Member may he pro-rated | sult being that the many 
atisfy not only ourselves monthly for the balance of the vear but 1f the suggestions and  recom- 
is well as other architects amount thus paid is less than five dollars mendations will be studied 
and engineers, but it is our $5.00) such member shall not be entitled to and will be prepared ready 
job to also satisfy the . . = : ‘ for action at the semi-an- 
aiielin. thn. wan the de receive the volume of the Transactions for the wile. tet te SANS os 
vices, the installation of year in which he is elected, but he shall other be held at the Hotel Cadil- 
which this code pretends wise be entitled to all the rights and privileges lac in the city of Detroit. 
to control.” of membership. Forty per cent (40% ) of th 

fir wii ai much op pro-rated dues of Members and Associate Mem ge soricm is ogy 
posed to this society pass i CODE IN DET. 4 
ing on this code aches it bers shall be considered as a contribution to the HERE was also much 
is also sponsored by other Research Fund and shall be tmmediately depos- a ae of various 
organizations interested.”’ ited in such fund and shall not be used for any details of the code and 

“Other associations have ther purpose many recommendations 
passed codes and I do not made from various engi- 
recall that they asked our neers and chapters were 
advice before passing their taken into consideration 
code.””. Thus the code was discussed pro and con. Thus the code is gradually being whipped into shape. 

“The curse of a code is that it penalizes high class “If you can make yourselves felt through a code the 
apparatus If we get out a code it should not be a man desirous of piping a home will be as quick to con- 
code of minimum requirements We should have a sult you as he will to consult his banker,’’ said one 
code that will give peuple better heating and ventilation member “The public is yet to become acquainted with 
and you cannot do it with the minimum code.” the kinds of research which we have conducted, and 

“The code is simply a yard-stick by means of which the scientific data which we have compiled. We must 
we may complete a certain design. It is merely a method get by means of our code aud our research, into closer 
of measurement A yard-stick is in a sense a code of touch with the public.” 
minimum requirements. Would you add an extra inch During the address of the retiring president, Homer 
or cut off an inch from the yard-stick? Would you add Addams, he called attention to the fact that F. C. Hough- 
an inch to the yard-stick so that the buyer of a piece ten, secretary of the society, could not be present at 
of cloth would get what was coming to him? We lose’ the meeting on account of the death of his father, and 
sight of the fact that the code is merely a means of the assembly at his request stood in prayer for thirty 
measurement,’’ was another comment. seconds in sympathy with the bereavement of Mr. Hough- 

“It is high time that this organization established ten, who would otherwise have taken an active part in 
some standard When you get a building permit they the convention. The work of both Mr. Houghten and 
will figure it by a certain set of rules. A concise and Mr. Hutchinson was very highly commended at various 
abbreviated code should be prepared for this purpose, (Continued on page 57) 











Off Main Street 


MILT MARVELS 


As he sees a master’s courage and resourcefulness 
win out despite poor location and lack of capital 


Y hat’s off every time to the fellow who puts up 1 GREAT SACRIFICE 


a game fight whatever the circumstances. My HERE'S one thing that always distinguishes the man 
- heart warms to the man who doesn’t know when ae is marked for success. You'll find it true of 
worth while That's 
like a sewing-machine shuttle—from one end of the’ the fact that he controls circumstances. He doesn’t let 
Instead of waiting for things to 


to quit And what do you suppose it is that makes me every man who ever did anything 


country to the other and back week after week? It’s conditions control him 


because I meet that kind of man in my travels. I like a happen, he makes them happen He uses his will instead 


fighter. I like to meet him, and talk to him. of his wishbone 

Why, the labels on my ties and shirts, and suits, and And so I come to the story of William R. Fenn, master 
in my hat, read like the labels on a busy piece of luggage. plumber of New Britain, Conn Have you ever traveled 
New York, San Francisco, New Orleans, Detroit, Port- through New England and seen those farms that men 


land, Oregon, and Portland, Maine I'm likely any day have literally taken away from old mother Nature? Per 
to slip a Chicago tie into a Philadelphia collar, pull on a haps you'll remember those stone fences running around 
coat with a Cleveland label, and cap it all with a hat the fields. Every stone was taken from the land Every 
bought in Helena, Mont. All because I’m tireless in stone was one obstacle that had to be removed before 
pursuit of ideas. If it weren’t for the interesting masters the land could be tilled. It was that back-breaking work 


I meet, I'd be warming a chair every day. If I didn't which gave New Englanders their sterling character and 
think these articles were helpful to you, I’d get the 8:01 which Mr. Fenn has certainly inherited 


every morning, and the 5:15 every night I'd be making Mr. Fenn’s story is that of success, sacrifice, and the 
fewer ‘‘one night stands’’ in hotels where cracked mirrors great task of winning back what he had lost by serving 


make me look twice as old as I am. his country during the war When the United States 





Can you imagine this display in a chicken coop? But you needn't imagine it; visit Mr. Fenn and you can see it 
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Main Street to us.” 


CAPITALIZING 
TRAFFIC 
FYNHE Fenn home i 
| located on a street 
near a beautiful hill 
top park During the 
long ummer evening 
most of New Britain 





takes its outing in thi 
park During the day 
hundreds of peopl 
passed along the street 
on which the Fenn home 
was located, in order to 
reach the park 

When chain store com 
panies want to open up 
a new shop, they have 


— men check traffic. That 





mm F 
is, for a certain length 


A glimpse of the building after it had been remodeled outside and inside of time a man will stand 


with one or two counters 


declared war in 1917 there were two reason why Mr in his hand He will tick off once for each man, woman 
Fenn need not have enlisted He had taken a partnet or automobile that passes, depending upon the nature of 
into his busine She is the first reason, but Mrs. Fenn trade the store wants. Traffic is recognized as the first 
did not stand in the way of his fine resolution Neithe requisite of a good retail location 
was Mr. Fenn a youngster He had lived through hi Even with traffic passing his door, Mr. Fenn had to 
apprenticeship and journeyman days. He had built up a contend with lack of capital But that ability of his to 
flourishing plumbing shop on Main Street, in New Britain bend circumstances to his will won the day. He had an 
Nevertheless he joined the color He became Fenn old chieken coop on his lot He rebuilt it, outside and in. 
William R., Seaman, Third Class He did his bit and jf turned it into the pleasant little building pictured. 
came back from the navy with nothing but his New He fixed it up inside so that he would have office and 
England grit to face the future His business was gone display room 
He had to start all over again, at the bottom Then he invited 
As a friend of hi aid He didn’t have any mone Main Street. as it 


Uncle Sam didn’t pay union wages to his soldiers and passed his door on 


ailors.”” But he had his partner in business. He had hi the way to the park, 
old belief in quality workmanship He fitted up the to come in and see 
garage in back of his home as a workshop Every morn his display As -a 
ing he went out after business Repair work was all he chicken coop it used 


could do. He had no money with which to set up a sales to pay him pennies 


room, or install a line of sample fixtures and equipment As an office and sales- 


For the present he put his best into his repair worl] room it is paying him 


Every job he got was done with every ounce of his ability dollars It’s one of 
TRANSFORMING A CHICKEN COOP the finest examples 

YOW just take a look at the photograph of his sale I've ever seen of that 
N room Isn't it a cozey, homelike place? The sun resourceful spirit 
light coming through the windows and falling on the which marks the Am- 
like erican business man 





snowy enamelware make it look a room at home 
Simple decorations and pleasant side lights add to the You'll remember 
comfortable atmosphers I'd say it was an ideal sale that even Mohammed 
room, wouldn't you? had to admit that the 

It's a chicken coop! mountain wouldn't 

I felt the hair rise up on my scalp when I heard the Come to him. He had 
story of that salesroom It is one big achievement It to go to the moun 
involved a bit of thinking any business genius or so-called tain. Many a plumb- 
“captain of industry”? might be proud of ing shop drags along 

Here’s how it came about: Mr. and Mrs. Fenn naturaliy Just barely making a 
remembered the days on Main Street. They looked wisi living for its owner. | 
fully in that direction Sut they had no capital to finance The reason given is | 
a Main Street salesroom. They had to have display space that it’s not on Main | 
if thev were ever to build a volume of business that Street. Neither is the 
would warrant a Main Street location Fenn chicken coop 

It looked like a hard nut to crack But not too hard That chicken coop 
for a man who turned his back on prosperity for the has won recognition 
biggest service his generation could offer its country. He for Mr. Fenn’s busi- 


t Z i it eed M: St é t ‘ss ability. N l 
hought about i He needed lain noes H couldn wis bility Not onls William RK. Fenn, whose salesroom 


go to Main Street So he said to Mrs. Fenn, ‘‘We'll bring (Continued on Page 35) began life as a chicken coop 














Who are the successful heating men of the future? 


The men who are taking every 


opportunity to increase their knowledge and improve their work today. And one of 


the most practical opportunities, offered to you absolutely without cost or obligation, 
is the Round Table on Heating Problems. 
get in on this chance to study your own and others’ heating problems around 


Phe Round [able 


Read the discussions below, and then 










































































FEW more members have been added sinee our last t. \ } \ d reco nd this ourselve Hie 
A discussion and we are pleased to introduce them also instal fhe trap in the mangl Good for you 
l to you today Meet J. H. Gassler, Jacksonville, Mr. Grumbley, but if preferable on the mangle why not on 
Fla.; C. Grumbley, Chattanooga, Tenn C. H. L. Teneh rest of the equipment? Between main lines A and B 
Newport News, Va.; J Mallad Port Angele Wash of the original problem he installs a trap What kind, 
4. H. Phillips, Hanford, Calif. Mir. Grumbley? Remember the slogan printed above 
sefore we go on to our new problem, let look at the Mr. Tench is very enthusiastic about our Round Table 
splendid drawing Mr. Gassler sent in It is Fig. 5 of the Thank you With your help and all the rest of the boys 
laundry job which we discussed the last ion It show will accomplish muel Just watch us grow in doing 
that we have real talent at the Round Table He suggest thing He will give us a drawing next time He solves 
installing a vacuum system. This is all right, but the the problem correctly He places thermostatic traps on 
system We instal must work, you know, and this is an all the equipment, and also elevates the trap, No. 2, 4 ft. 
air line system, so please, Mr. Gassler, tell us how you above the water line Good practice. He has a very valu 
would change the air line job You also show a vent on able suggestion on thermostatic traps on dry-room coils, 
the automatic vacuum pump and receiver 
Do you mean an open vent or a vacuum 
breaker? You know, we steamfitters may 
take your vent to mean an atmospheric vent m - 
and such a one will not allow vacuum to be T f = I y #2 
pulled on the aap ™ have, no doubt, (onden sation poo pv tl 
read our slogan, ‘‘Never take anything for Receiver Hf Above Loi h 
granted.’’ Would you, therefore, kindly ex v' ‘o/ (er 
plain so as to make this matter clear to u Water “ine 
You raise boiler return trap, No. 2, 3, or 4 
ft. above boiler, just as the other boys did, 
and instal the receiver over this return trap 
You forget, however, to ve nt this receiver bischarge ‘ Live Steam 
Good practice and bad combined But we ‘ lo Ira 
are learning. You also use thermostatic lo Boj ler /i 
traps on all laundry equipment, same a 
described before. Check valve and. other y 
piping are located correctly Pa Boiler 
Mr. Grumbley suggests pressure reducing 
valve to 40 Ib., with thermostatic traps on 
all laundry equipment, and here he make 
a valuable suggestion. He instals a boiler 4 
feed pump and receiver in place of two 
boiler return traps and discharges the con 
densation from the heating system into thi 
receiver Good point and, not considering 
ig. 5S (laundry job discussed in 
last Round ‘Table session) 
Q Vent 
yheturns from 
Laundry fguipment 
Automatic ~—— j | vent 
Vacuum fum e— , 
and Keceiyer C pischarge fo | Trap 3 Steqm te 
Receiver Tong Yo.L a4 [Tap om 
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te He droy ‘ p de nd pla it qu a th our old U. 8. A., to figure radiation. This Round 
distance away fr t ti r m ‘ ! irface lable might result in one rule for al] Who knows? 
for the condensat ind hold the trap open longer ir Well, gentlemen, here the problem that A. B. submit 
rder to clear rt} A ! rable | He sends in a rough sketch of the building shown in Fig 
traps are placed on coils or main nd very helpful in His letter reads as follows I have a bungalow, six 
many case He « t letter by saying rusting you rooms, four rooms downstairs, and two bedrooms upstairs 
will receive a lot of replie ind the ne iry co-operation The owner wants me to give him a figure on a hot water 
from the reader Thank That is what we need job. Can you figure out for me the amount of radiation 
Mr. Mallad send if drawing but we regret we the ize of the boiler to use, also make me a layout of 
innot publish it, because it is just like the one we pub the job and give me the pipe sizes that are necessary to 
ished in the last He solv the heating problem make this job satisfactory?’’ 
orrect! ind plac the o. 21 irn trap ft. above the We know we have some good talent In fact, all our 
water line of t boiler hic correct He solves the boys will sharpen their pencils and you will get good 
laundry trout practical n the me manner as we- results, A. B. Just you wait We will have this for you 
explained in the last before long 
issue Kj ork, old Well, boys, let’s help 
man wo mind vit E him He admits that 
but a ingle hou he has not had the ex 
and that sort of tuff perience’ that lots” of 
His letter is full of good others have had and 
thoughts, which we will we all need to brush up 
bring up later when we a little, anyway. So 
discuss the two mi let’s go. We await your 
take that were mads j} ® answers with great in 
by two members of the 8 Bedroom Kitchen terest 
Round Table who were Here’s the necessary 
requested to sit in data that you need in 
Mr. Phillips did not order to give him the 
notice the direct con information: The coal 
nection between the bin is located in the 
upply and the returr basement, and we would 
We will have to watcl suggest that you fire 
him so he will not make the boiler by just one 
any more mistakes like right-hand turn with 
that. Otherwise, he will your shovelful of coal 
instal dirt pockets on The coal bin is located 
| coils ahead of the under the dining room. 
thermostatic trap You The stairway leads up 
ee, Mr. Philliy t stairs at A and another 
DO I nit stairway down to. the 
closel o b ! basement at B. 
” aretul For the second floor 
“ wish those trag 
| he shows no layout, but 
shred Aap ARinrhece as he says that he has two 
, cule « | bedrooms, 16x18 ft., in 
Aascnali harpened the center of the attic 
ile Bit sooner, so that All the walls of these 
ve can ill lOve ( 
rooms are made oft 
gether and not ho i 
plaster board and he 
me _ that are re | / Closet utilizes 2 ft. 6 in. of 
— ee ee if <a) / the rafters before plat 
Will you kindly ot ma a Ff 
‘ | ing the plaster board on 
our editor by  beit | the ceiling. In each 
prompt with your a a F i room on the second 
Ver Thank ‘ ee Vv : 
' floor he has three lights 
/ ' W in the dormer, 16x18 
HERE'S THE NEXT ' om tue @ ' in., one on the east and 
PROBLEM £8 0 ° the other on the west 
N order not to hold Vig. J end only. A hall is be 
| up those who have tween these two rooms 
lone such fine work lare J 10 id with ful The building is brick, with walls 8 in. thick. Windows 
team on the next probler e quote from a letter of A.B downstairs are 24 x 32, with two lights. In the hall he has 
of Minneapoli There are reat many of us fitters whe two windows about 18 x18. The basement is 6 ft. clear 
do not know how to figure radiation correct] I hav ee! inder the 6x6 beam running lengthwise of the build- 
plenty of them and great man 1 t the amount ing Be careful, boys, and don’t get your pipes too low 
necessary Some figure with one formula, known as the oO that you will not be able to walk underneath them. 
B.tou Others figure cubic ontent Car ou diseu We would suggest that you make this layout not cost 
I thing the Round Table \ Will be id to, Mr I more than absolutely necessary and give him all the 
B., and we will bye irprised the many different nes ary information so that he may do the job at a figure 
opinions we will get and the many different ways we have that will be reasonable and also make him a little money 
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(Your Store at 
Her Door. 


[here are a lot of things we can do for you in the w: iy of S ales he ‘ly Ss, But one ol the 
biggest sources of business building lies with YOU 


We provide you, for instance, with the Classic Black Beauty Display shown in the 
illustration above. With it goes a lithographed card background which makes an 
excellent window or counter display; but its most profitabl 
use lies in taking the Black Beauty Display along whenever 
you are called in for any sort of a job Show the Classic 
Sink Fixture. E-xplain its many use rinsing dishes, clean 
ing vegetables, washing hair, etc. Show how difficult it will 
be to get out of repair and how easy it will be to fix because of 
its Removable Working Unit. 





This latter is really the big idea after all: Thousands of plumbers as 
well as ourselves are building business around the removable unit idea 
Note the description of this unit at the left, and send for some of our 
attractive Selling Aids prepared especially to help you in merchandi 
ing Chicago Faucet good 


THE CHICAGO FAUCET CO. 
The Quaturn 2700-22 N. CRAWFORD AVE. CHICAGO, ILL. 


Removable 


Working Seat replaceable a 
Unit. All well as washer: No 
wor k ing wear on body ol 
parts quickly faucet—the basis of 
replaceabl« success in the 








and inter Chicago Faucet line 
changeable 
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The current year will see the 
largest production of Honey- 
well Temperature Controls in 
the history of this company. 


This enlarged manufacturing 
and distributing program has 
been made necessary by the 
increasing demands of the 
trade. 


It is gratifying to know that 
the rigid policies that have 
always governed the design 
and manufacture of Honey- 
well products have won the 
confidence and earned the 
warm approval of dealer, con- 
tractor and householder. 





Greater Production Needed To 
Meet This Greater Demand 


Honeywell Temperature Con- 
trols are made and sold on the 
basis that they offer definite 
superiorities that broaden the 
scope of temperature control 
devices, increase the satisfac- 
tion of the user and minimize 
service needs. 


But above all they have 
earned their place as a pre- 


ferred equipment because of 


their exceptional dependa- 
bility. 

You will find Honeywell 
Temperature Controls safe to 
recommend and profitable to 
handle. 


Honeywell Temperature Controls are distinguished for their 
simplicity and the ease with which they are installed. Only 
the minimum of electric current is needed for their operation. 
Their dependability frees you from service annoyances. 





The Honeywell Heating Specialities Co. 
Wabash, Indiana 


HONEYWELL 


Temperature Regulators 


February 7, 1925 
















Honeywell Electric Motors and 
Switch Motors are approved 
and listed as standard by the 
Underwriters’ Laboratories, In- 
corporated. 
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“The Secretaries’ Conference 


This is the final instalment of the detailed report on the Third An- 


nual Conference of Secretaries, at Evansville. 


You can’t appreciate 


the wealth of ideas discussed there until you have read this record 


T noon on Thursday, those in attendance were enter- 
tained by the Kiwanis Club, at which Colonel 
Archer delivered a stirring address on the need for 

training boys in the trades. He outlined the work of the 
plumber, his place in the community, and the desirability 
of having organizations like the Kiwanis Club to get back 
of the movement to get more boys into the trades. 

The first question discussed in the Thursday afternoon 
session was, “Does association or co-operative adver- 
tising pay?” 

W. R. Brookman, Norfolk, 
Association is today the best 
of its effort along these lines. They stressed 
national association and the That 
has paid is proven by the experience of one member who 
got a job netting him $3,000 profit, he was a 
member. In all advertisements they take notice of civic 
matters—such as Navy Day, Election Day, and so forth. 
They follow the T. E. B. plan as far as possible. 


that the Norfolk 
in the city because 
the 

it 


Va., 
known 


said 


have 


seal guarantee. 


because 


John H. Keane, Secretary of the Pittsburgh 
Plumbers’ Association, said that they had carried on a 
13-week program in 1924, using the material prepared 
by the T. E. B. in one weekly paper and one Sunday 
paper. 

Peter Munn, Chicago, then asked what course should 


be pursued where, as in his city, the cost of newspaper 
advertising was prohibitive. He wanted to know whether 
it would pay to advertise in the community papers pub- 
lished here and there in the city. 


Howard E. Jones, of the T. E. B., answered Mr. Munn 
to the effect that a survey would have to be made of 
the community papers, both as to quantity and quality 


of circulation, before any definite answer could be given 
to that question. However, he that direct 
mail advertising, sent to a selected list, might prove of 
value in metropolitan advertising in 
the newspapers are too high. 

He called attention to the fact that in 
of contact with the industry he had found that the mas- 
ter and the expect collective advertising to 
cure all ills overnight. He said that collective advertis- 
ing would inevitably and in time enable the members of 
talk convincingly on a quality rather 
It needed time and consistent 
that confidence in the members of 


suggested 


cities where rates 


his four years 


association 


an association to 
than a price 
deavor to build 
the association. 
He stated that 
co-operative campaigns. 
ceived were favorable. 


basis. en- 


up 


on 
re- 


1924 sixty-seven cities carried 


Such reports as have been 


in 


MR. BOWMAN ON APPRENTICESHIP 
more 


N the question, ‘‘How locals can secure 
() prentices and properly train them,’”’ E. L. Bowman 
of the T. E. B. “The only solution for the labor 
question in the plumbing industry is in the training of 
apprentices in open and closed shop towns. First the 
industry has to establish certain things: How shall we 
recruit apprentices? What would be incentive that 


ap- 


said: 


the 


Master 


29 


would attract you yourself? First show that the master 
plumber can be and is an honored citizen and you will 
interest parents. We have not been treating our ap 
prentices properly If we are to attract and hold boys 
we must give them a four-square deal: We must assure 
them of fair wages, we must give them adequate train 
ing, we must give them a chance to learn all phases 
of the trade, and we must give them a square deal 

“Then we have to secure and train instructors In 
the Fox River Valley, in Wisconsin, there is an instructor 
who divides his time between several cities Other 
larger cities can have an instructor in the school all the 
time. 

“The best results in training boys will be gained by 
having the school go on side by side with actual shop 
experience Let them alternate between the school and 
the job. The secretaries ought to make a survey of 
the situation in their cities or districts. Find out what 
is needed, whether a day school or a night school. Once 


you have made a plan, sell that plan to your members, 
to your public school people, your journeymen and the 
publie. Then get the teacher and have him trained 
Get your equipment from the manufacturers and school 


boards. A text book is in process of publication by the 


Bureau. The school room will usually be furnished 
you by your local school board.’’ 

W. R. Brookman, Norfolk, said that they had secured 
publicity for speeches on the apprenticeship situation, 
and the result was that parents had got in touch with 
the office of the association and wanted to know the 
details. 

Mr. Bowman then called on A. W. Wolfgang of the 
Bureau to outline the text book which will be published, 
to be called, ‘‘The New Apprenticeship: A Handbook.” 
Mr. Wolfgang said that one chapter takes up the man 
ner of making a survey Another covers the selling of 
the idea Another covers the securing, training and 
keeping of instructors A fourth chapter tells how to 
secure tools and equipment Mr. Wolfgang said that 
the book would be ready for publication in a week or 
two. 

R. H. Pflug-Felder, Philadelphia, took up the question 
of wages. He said it had been difficult to show the 
master the necessity for paying as much as $8 per week 
This is what is being paid now. When a boy comes 
to Mr. Pflug-Felder, he inquires into his financial and 
home situation and unless he can get along on that 
amount, he does not encourage him to get into the school 

B. J. O’Donnell, Field Representative for the T. E. B., 
gave a few impressions of the days when the apprentice 


was known as a “cub.” Men all around the convention 
hall nodded their heads and smiled as Mr. O’Donnell men 
tioned the word He said that the foundation of a suc 
cessful solution of the apprenticeship situation is a square 
deal to the boy. He received $3 a week for his first three 
years, and was the first boy in his shop who had ever 
received any money. Mr. O'Donnell said that it is not 
giving the boy a square deal to have him drive a truck 
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for two years and then give him a journeyman’s job golf links. I wish that each of you would arrange for 
L. T. Braun, Chicago, said that the heating men there a party in your local association. All eyes are turned 
have 375 boys working under an Apprentice Supervisor toward Portland this year because it will have the 
who keeps watch over the boy They pay the boy 45c greatest number of conventions held there in its his- 
per hour for the first ar nd raise him 5c per hour tory 
each year The meeting then took up the next subject for discus- 
The chairman then called on G. K. Well of the sion “How locals conduct classes in salesmanship.’’ 
T. E. B., in charge of the Correspondence School for The chairman called on W. C. Green, Kansas City, who 
apprentices Mr. Well aid that while the best training aid “This matter of classes in salesmanship is an 
the boy could get was undoubtedly on the job, yet where untried proposition There is no industry, there is no 
this was not possible, the training by correspondence big corporation, which does not have its sales confer- 
hould be followed Charges for this course are based ences We receive every day wonderful sales literature 
on the cost of the material, and may be paid on time with a great many facts about the products advertised. 
Peter Munn, Chicago, reported that Chicago has be The master plumber is being told to ask them to buy. 
tween 350 and 400 apprentic« learning the trade in But he does not know how. In Kansas City we have 
the trade school For eleven irs the Association and just three natural salesmen in our association. The 
the journeymen have co-operated with the Board of others will have to be taught. 
Education to ¢ blish and maintain a plumbing class Master plumbers do not realize that 37 per cent of 
in one of the technical high any sale is made by impres- 
chools For the first three sions given through the eye; 
years the boy is required to 33 per cent of the possibility 
attend school on da of a sale is through ap- 
week. The average boy who proach; less than 30 per 
is granted a certificate ha cent of the possibility of a 
had at least two vears of sale is realized through dem- 
high school training. Wage onstration I feel that if 
paid are $12 a week the first our men were given con- 
ix month $15 for the see fidence in their sales ability, 
ond six month $18 for the they would be better sales- 
second year, $30 for the men. They need training, 
third year and then $40. In and we have secured a num- 
answer to a question, M1 ber of standard textbooks 
Munn said that an employer on the subject.” 
— on ee Seen Se W. A. Schneider and J. 8. Shetler, president and secretary, Howard E. Jones, of the 
keep a boy five years when respectively, of the M. P. A., Columbus, Ohio, with rear Bureau, rose to say briefly: 
he puts him to work view of B. Jos. O'Donnell, National Trade Extension Bureau “The fundamental fact of 
selling is asking them to 
MR. FULLMAN, FROM PORTLAND buy Woolworth asks them to buy by putting the mer- 
T this point the regular program of discussions chandise out where people can see it. That’s why it is 
A was set aside to hear from Chas. Fullman, Port the greatest retail selling organization in the world.”’ 
land, concerning the plans for the national convention On the question, ‘“‘How locals provide better rates 
Mr. Fullman said for members covering workmen’s compensation, liability 
“The coming convention is going to be the largest insurance, ete.,”’ R. B. Powers, Grand Rapids, said that 
in attendance that was ever held The California and %Y combining the payrolls of all members his associa- 
Washington state conventions will be held in Portland tion saves 46 per cent of the premium each would have 
and there will be about 800 at these two conventions to pay as an individual employer. 
alone. About 500 will attend the exhibit, and at least Mr. Iongley then said that, before closing the meet- 
700 will come on from the East, making a total at least img, he wanted to say that he would go home and try 
of 2.000 to run a better plumbing business, because of the ideas 
“We have secured the Municipal Auditorium for the he had gained from this meeting. He then called on 
three conventions and for the Ladies’ National Auxiliary John J. Vogelpohl to sum up the value of the meeting. 
Convention and for the Exposition These can all be Mr. Vogelpohl said: 
held at the same time in separate rooms. Within the “In my opinion you are just bringing to a conclusion 
first week that reservations were opened for the exhibit, a most successful gathering of men engaged in our 
one-third of all the space was sold The day I left industry. What you men get out of this meeting de- 
more than half the space had been sold. Since leaving pends entirely upon yourselves. You came with a diver- 
I have received a telegram saying that 12 booths had sified lot of opinions None of us are going back united 
been reserved in one day, which will bring the reserva in any one opinion. The idea in bringing you here 
tions to two-thirds of the available space. This does was to discuss these things of mutual interest and then 
not take into consideration those reservations we have if we find a plan here that can be successfully adopted 
received for space already taken We have had to wire in your locality you ought to take that thought back 
these people for authority to give them other space than home with you. 
that asked for. “If you do not take away from here something of 
“The Columbia River Highway trip must be held value to your association, there has been a great deal 
the day after the convention closes because it will take of lost motion. I am the greatest copier you have ever 
one full day. I wish that all of you who come would seen. I am willing to substitute something soneone else 
arrange to stay over for that day. has perfected if it will bring to my business greater 
“The National Golf Tournament will be held, and returns and greater confidence. 
is being arranged for by F. A. White of the staff of “You ought to go home satisfied with this meeting. 
‘Domestic Engineering.’ It will be held on the city’s And I would ask that you give the full co-operation to 
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$2,000,000 Worth of EverHot Heaters 


Will Be Sold This 


$2,000,000—a great and surprising figure. Especially 
surprising to those who do not know the history which 
lies behind it—and interesting to all who realize the 
future it promises. 


Just five short years ago The EverHot Heater Com- 
pany was practically unknown—a new concern with 
nominal capital, a rented plant—-but with a new type 
of heater which was destined to revolutionize the 
automatic water heater industry. 


EverHot sales have practically doubled every year from 
the first. 






Year by Plumbers 


This unparalleled growth has not been due to ‘high 
finance’, consolidating, super-merchandising—but is 
the direct result of making a very superior water heater 
and selling it at a volume price. 


We enter 1925 with a distributing organization of high 
ability——and three times as large as a year ago; with 
a completely modern plant which can produce six 
times as many heaters as our plant of a year ago. 


The Plumbing Trade of this country will easily sell 
$2,000,000 worth of EverHot Heaters in 1925. Get 
your share of this business. 





teres 


ecHott | 




















Above: The New Quarter Million 
Dollar Plant owned free and clear by 
The EverHot Heatef Company. 


Below: View of the Assembling De- 
partment. 


Principal Offices and Salesrooms Carrying Stock and Rendering 
Sales and Engineering Service 


ARKANSAS: Pettit-Galloway Co., 114 E. Seventh St., Little Rock 
Cauirornia: EverHot Heater Sales Co., 1016 Santee St., Los Angeles 
Canapa: James Robertson Co., Ltd., Montreal, Quebec 

Covorapo: Steiner Bros., 235 15th St., Denver 

Georata: The Lowry Co., 29-31 S. Forsyth Ave., Atlanta 

Ipano: W. D. Wilcox, Idaho Falls. 

ILurors: EverHot Heaters Sales Co., 29 W. Lake St., Chicago 

Inuinor: EverHot Heater Sales Co., 234.5. Jefferson Ave., Peoria, 
Inptana: EverHot Heater Sales Co., 321 N, Pennsylvania Ave., Indianapolis 
Inpiana: Newman-Johnson Plumbing Co., $17 Locust St., Evansville 

lowa: EverHot Heater Sales Co., 715 Grand Ave., Des Moines 

Kentucky: EverHot Heater Sales Company, 525 5S. Third St., Louisville 
Louisiana: Plumbing & Heating Supply Co., 840 Baronne St., New Orleans 
Marycanp: EverHot Heater Sales Co., 15 E. Fayette St., Baltimore 


Massacuvuserts: W. D. Cashin Company, 35 Hartford St., Boston (covering New 


England). 
Micuican: EverHot Heater Co., (Detroit Branch), 4460 Cass Ave., Detroit 
Minnesota: EverHot Heater Sales Co., 1816 Marquette Ave., Minneapolis 


Missouri: EverHot Heater Sales Co., 817 Walnut St., Kansas City 

Missouri: EverHot Heater Sales Co., 4133 Olive St., St. Louis. 

Nepraska: EverHot Heater Sales Co., 2402 S. 10th St., Omaha. 

New Jersey: EverHot Heater Sales Co., 20 William St., Newark 

New York: EverHot Heater Sales Co., 651 Crescent Ave., Buffalo 

New York: EverHot Heater Sales Corp., 101 Park Ave., New York 

New York: The Metlskin Company, 273 East Ave., Rochester 

Outo: The Dennis Engineering Co., 243 N. High St., Columbus. 

Outro: The Doermann-Roehrer Co., 450 E. Pearl St., Cincinnati. 

Onto: E. J. Hungerford Co., 1927 E. 105th St., Cleveland. 

Ornecon: E. C. Rossman & Co., 135 Twelfth St., Portland 

Pennsy.vania: EverHot Heater Sales Co., 2401 Chestnut St., Philadelphia 
Pennsyivanta: EverHot Heater Sales Co., 182 N. Highland Ave., Pittsburgh 
Sourn Carona: The Gas Engine & Electric Co., 280 Meeting St., Charleston 
Tennessee: EverHot Heater Sales Co., Builders Exchange, Memphis 

Texas: Huey & Philp Hardware Co., Elm and Griffin Sts., Dallas 

Texas: Way Engineering Co., 1510 Main St., Houston 

Uran: Williams & Derrah, 402 Scott Bldg., Salt Lake City. 

Wasutnaton: EverHot Heater Sales Co., 310 Mutual Life Bldg., Seattle 


FverHot Heater Company 


5211 Wesson Avenue 


Detroit, Michigan 
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THE SPEAKMAN PLANT IS MODERNLY EQUIPPED 





You 











porn hmong Modern equip- pons to 
ment is labor-sav- 

ing equipment. It 
means the elimina- 
tion of many 
handlings. This is 
all reflected in 
SPEAKMAN 
SHOWERS and 
Fixtures. It keeps 
down labor costs 

and allows us to give a 
you the finest quality 
of brass goods at 
reasonable prices. 





Pouring moulten brass from the 
electric furnaces 


The useof such goods 
protects you, for it Is 
insurance against 
trouble after instal- 
lation. 





’ > _" | Y ’ 
SI E A K M A N ( /O + A semi-automatic machine which'handles 


WILMINGTON, DELAWARE big castings. 








One of our machining floors Tool making department —— plenty of good, sharp 
tools are required 


SPEAKMAN SHOWERS 


and FIXTURES 





February 7, 1925 DOMESTIC ENGINEERING 







































































Trade Extension Bureau Evansville Ind., Janu: 
and 15: column, from top to bottom: W. R. Brookman, field seec’y, Norfolk, Va.; John H. Bilheimer, 
Little Rock, Arkansas, association; Sam’l F. Wilson, Newark, J., past president, National Association; I 
; : National Association; W. F. Henderson, president, ster ‘lumbers 

ciation, Gary, Bie d Mere, 8 . Indiana Society of Sanitary Engineers Hammone Ind : 
Portland, Ore., national director, ¢ s , Oregon State Association; BK. Jos. O'Donnell, T l¢ Extensio 
MackKenna, executive clerk, ! ‘| Ass tion of ster Plumbers, Cincinnati, Ohio; F 
Plumbers’ Association, Cincinnati, Ohio; H. E. Jor Trade Extension Bureau Secon 

president, State Master Plumbers’ As iation, Cincinnati, Ohio; E. J 9 F 

St. Louis, Mo.; R. H. Pflug-Felder, y, Philadelphia Master Plumbers 

s y, Plumbing and Heating Association, Grand Rapids, Mich J. DeBoer 
ciation, tapids, Mich.; A. A. Muir, president, Master Association 
Grand Rapids, Mich.; J. J. Shea, Peerless Selling Co., rans », Ind.; W. J Foolley 
Third column, from top to bottom H. kK. Longley ice ide National 
N. C.: J. J. Vogelpohl, president, National Association of Master Plumber ‘incinnati, 
City, Mo., association; C. J. Brown, president, Kansas City, Mo., association; F Fladd, Secr ry 0 te est Y. Y., asso 
ciation and chairman of the Educational Committee of National Association of Master j Charlotte, 
N. C., field sec’y, N. C. state sociation; C. W. Alcock, Chicago, director of Trade E ‘ ’ unnon, presi 
dent, Master Plumbers’ Association, Chicago; E. D. Hornbrook, Kansas City, Mo.; ar "She srauy ec’y, Heating and 

Piping Contractors’ Association, Chicago 


At the third annual Secretaries’ Conference of the National 
I 


brook, Kansas 
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And They’re Just a 
Trifle More: 


There is a certain finish, a distinctive 
quality about M-VB Closet Tank Fit- 
tings that can only come from the 
utmost care in manufacturing —excel- 
lent metals, precise machining, careful 
assembling, rigid and thorough testing. 
Yet M-VB Fittings cost but a trifle 
more —than just fittings. 


HANAN TAA RE 


Avoid trouble by having all your Closet 
Tanks equipped with 


= 
= 


GENUINE 
M-VB FITTINGS 


MORENCY-VAN BUREN MFG. CO. 
STURGIS, MICH. 


BORE rebedaresssedcssdsacaaie weed iidiaadé rs 


m)FOR YOUR PROTECTION al 


M-VB 


ON EVERY FITTING 


Hrebebseedneeedebebebetoestoborset y fi 
J iil itt 


SS ei 
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the technical schools and to the various committees 
so that the greatest possible results may be achieved in 
the future. 

“In closing let me that I 
convention in Portland will be the 
the Association. Take advantage of 
to combine business and a vacation to your lasting bene 
ft.” 

Those attending were 


the national 
ever held by 
opportunity 


believe 
largest 
this 


say 


as follows: 


A. Bachman, Cincinnati, Ohio; W. A. Schneider, Columbus, 


Ohio; W. A. Decker, Grand Rapids, Mich.; F. E. Fladd, 
Rochester, N. Y.; John H. Keane, Pittsburgh, Pa.; J. Gra- 
ham, Pittsburgh, Pa.; L. W. Britton, Chicago; R. B. Powers, 


Grand Rapids, Mich.; A. A. Muir, Grand Rapids, Mich.; P. J 
DeWitt, Grand Rapids, Mich.; J. DeBoer, Grand Rapids, Mich.; 
A. F. Schoeder, Cincinnati, Ohio. 

J. J. Vogelpohl, Cincinnati, Ohio; H. E. 


Longley, Wilming 


ton, N. C.; W. C. Green, Kansas City, Mo.; H. C. Yocum, 
Reading, Pa.; W. H. Entwistle, Quincy, Ill; W. R. Yonce, 
Champaign, Ill.; J. A. Gallivan, Muncie, Ind.; C. J. Brown, 
Kansas City, Mo.; J. Isaacs, Louisville, Ky.; Peter King, 
Milwaukee, Wis.; J. R. Lewis, New York City; H. H. High- 


lands, Gary, Ind. 
I. S. Morris, Newark, N. J.; “Sy’’ Martin, 
L. T. Braun, Chicago; H. J. Schuerer, Springfield, Mo.; J. W. 


Owensboro, Ky 


Cannon, Chicago; E. D. Hornbrook, Kansas City, Mo.; J. H. 
Bilheimer, Little Rock, Ark.; J. S. Shetler, Columbus, Ohio; 
G. 8. Clark, Detroit, Mich.; C. F. Spatz, Dayton, Ohio; W. R 


Brookman, Norfolk, Va.; D. L. Griffin, Charlotte, N. C. 

R. G. Bookhout, New York City; Ed Frank, Cincinnati, 
Ohio; P. A. MacKenna, Cincinnati, Ohio; J. A. Quinn, Phila- 
delphia, Pa.; R. H. Pflug-Felder, Philadelphia, Pa.; F. S 


Smith, Minneapolis, Minn.; F. A. Yeaw, Champaign, I11; 
Peter Munn and FE. J. Benning, Chicago; J. A. LaMere, Ham 
mond, Ind.;° W. F. Henderson, Gary, Ind.; Geo. F. Roser, 


Louisville, Ky. 

H. J. Enright, St. Joseph, Mo.; W. A 
Ohio; Jos. Brah, Milwaukee, Wis.; EF. B. 
Ohio; E. G. Hutchison, Chicago; W. J. Hughes, 

Fred W. Veitch, Erie, Pa.; L. D. Holser, Pontiac, Mich.; 
Wm. E. Shaddock, Buffalo, N. Y.; August Ebke, Buffalo, 
N. Y.; W. J. Hughes, Bay City, Mich.; J. J. McCue, St. Louis, 
Mo.; J. F. O’Flaherty, E. St. Ill.; E. J. Blake, St 
Louis, Mo.; R. M. Brook, Madisonville, Ky.; R. C. Brien, 
Madisonville, Ky.; A. H. Snyder, Detroit, Mich; Chas. Full 
man, Director, N. M. P. A., Portland, Ore.; Samuel F. Wilson, 
President, N. T. FE. B., Newark, N. J.; Chas. Alcock, Direc 
tor, N. T. EF. B., Chicago; Jeremiah Sheehan, St. Louis, Mo 


Off Main Street 


Page 24) 


Harlow, Cincinnatf, 
Kleine, Cincinnati, 
Say City, Mich 


Louis, 


(Continued from 


from those he wishes toserve. From other business men ag 
well. Mr. Fenn isa member of the New Britain Chamber of 
Commerce. He hasn’t allowed his hard times to narrow his 
viewpoint down to his own troubles. He’s a booster for his 
City, a tireless worker for the products of New Britain. He's 
a member of the Kiwanis Club, too, because he practices 
the principles advocated by that splendid organization 
of business men who see beyond the tips of their noses. 


SIMPLE VIRTUES THAT OVERCOME OBSTACLES 
hat is 


Y off to Mr. 
Fenn. 


He has proven to 


Fenn, and to his helper, Mrs. 
me that a man doesn't 
have to be on Main Street to succeed. There are half-way 
stations on the way to a Main Street location. If you’re 
dissatisfied with your location, don’t think that you’ve 
got to move to Main Street right away. 

Study other locations, less expensive. Take advantage 
of the features of your present location. Make use of 
your “chicken coops.’’ Get in line with the organizations 
working for the betterment of business in your city. Prac- 
tice the principles they recommend. 

For sheer New England grit and resourcefulness, for 
pure Yankee courage, I admire Mr. Fenn. And I predict, 
without fear of contradiction, that he'll be on Main Street 
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he showed his 
More 


before he’s many years older All because 


caliber in capitalizing a chicken coop power to 


him, I say 








{ 





Leader Trahern Decatur, HL, at the 


of the Illinois Master Plumbers’ 
tion, in Springfield, Tl, 


Legal Decisions 


SALES TO AGENTS FOR UNDISCLOSED PRINCIPALS 
enters into 


HERE one a contract for the purchase 
of property in his own and it is 


by said contract that he is acting as the agent 
and where him to 
the terms of the contract, he 
party in though he 
undisclosed principals 
Etc., Co. v. 


exhibit of the Co., 


convention 


recent Associa- 


name, not shown 


for others, 


action is brought by recover under 


must be treated as the sole 


been acting for 


Oklahoma, in 


interest, may have 


Supreme Court of 
Nix, 224 


St. Louis, Pacific Reporter, 982. 


PARTNERSHIP LIABILITY 


HEN parties enter into a partnership agreement, 
they agree to put, at the risk of profit or loss, 
money as capital. If, in the enterprise, capital be lost or 


absorbed by debts, the partner who.failed to comply with 


his engagement and has brought in nothing may be re 


quired, in a proper case, to contribute the proportionate 


share he agreed to furnish, or share equally with the 
other partners in the loss of the capital. 
In the absence of an agreement on the subject, the 


shares of the partners in the profits or losses are equal, 


though the contributions of capital may have been un 
equal. 

A decree of accounting in a receivership action should 
apportion the losses, if any, and should determine what, 
if any, one partner should pay to the other in order that 
all cross-claims may be fully settled. The may, in 
its final decree in the receivership action, determine the 
themselves, 


court 


rights and liabilities of the partners among 
and in a proper case the decree may include an adjudica 
tion that a balance is due from one partner to another 


Court of North Dakota, in Shirley v. Straub, 


Northwestern 


Supreme 


et al., 198 Reporter, 675 
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“Standard” 
DOUBLE COMBINATION 
FITTINGS 


Complete Units 
For Bath and Shower 


“Standard” Double Combinations consisting of 
Bath Fittings and Shower, with connecting brass 
pipes were designed to simplify Jobbers’ stocks and 
for convenience of Plumbers in making installations. 


Bath Fittings and Shower are separately tested 
before assembling, after which complete Com- 
bination is tested. In most places proper facilities 
are not available for Plumber to make the rigid 
test which complete Combinations should have 
BEFORE rather than AFTER installing. 


For convenience, Double Combinations are fur- 
nished complete in one package. For ready refer- 
ence and identification, the regular Combinations 
are given double numbers, 11 to 88 inclusive. 
ODD numbers indicate Double Combinations 
with Single Mixing Valve Shower and 
EVEN numbers indicate Two-Valve Shower. 


As an example: Combinations 11 and 22 have iden- 
tical Bath Fittings but different types of Showers. 


“tandard” FIT. ‘Standard’ 


BRASS GOODS PLUMBING FIXTURES 
Standard Sanitary Mfg. Co. 


Pittsburgh 
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“The forty-one corrected drawings shown in this article were an eye-opener,” says 
the Schoolmaster, ‘‘as to what forty-one different men could make out of the same 
problem. Out of this number, no two were near enough alike to talk about. Some 
of the drawings looked pretty tough before the artist had fixed them up, but a 
number of the worst showed a fairly good knowledge of plumbing. Taken as a 
whole, they are the best lot I have ever tackled.”” These drawings are the work of 
men who are ambitious to forge ahead in their line. The same opportunity is yours, 
if you will take it; the decision must be yours. Start now with this discussion by 


The 
Schoolmastet anHis Class 


E are confronted this time by a big proposition: Group 2: Figs. 9 to 20-——Fixtures largely separated into 
How are we going to show forty-one different groups of two, with common waste and vent, 


corrected drawings in one article? That number Group 3: Figs. 21 to 30-—-Groups of fixtures served by 
has come in on the drawing problem shown on page 29 circuit and loop vents 
of the Dec. 6 issue. The ‘‘Schoolmaster’’ wrote in to the Group 4: Figs 31 to 34—-Groups of toilets served by 
Editor when he found how many drawings he had to circuit vent, other fixtures largely in groups of two. 
handle, to get instructions, and word came back to the Group 5: Figs. 35 to 39—Two or more fixtures served 
effect that each drawing had to be shown in full and by a single trap 
criticized individually. So here goes. It required quite Group 6: Figs. 40 to 41—-Traps not vented 
an amount of study to find how this large number of This particular grouping is based largely on venting, 


drawings should be criticized, and it has been found and is not essential in any way; used simply to make 
that they naturally divide themselves into six different our criticism more orderly and concise. 


























groups, as follows: The list of drawings with the names of those sub- 
Group 1: Figs 1 to 8—FKach fixture having individual mitting them, is as follows 
waste and vent. . Fig. 1, J. R. Flinn, Memphis, Tenn.; Fig. 2, Niel Rin- 
oe | 
in : 2 | | 
— ate . = 
ee Tl) od per 5 
sae ‘ ts } : | ‘ Ps U 
ae ed |) | = ‘ ii ft tivk : 
~gh ke ea or ee , “oh 4 F Ly Ym 
+ 7 * f ‘ T ba io | | oo 
tt Ere id iil a f Ha ie } -{ b+ 
Fr bof lie tr} | | Lt] if Panerai 
Ss spi, + * Sa ars |} +—+* a ub t 3 | leet 
65 + ee : a: br—+—1 7-1 eT 4 A hd 
x caw | ae emf ef : lit | J | : ' | Sw f 1 Em 2 
I L. ln | [. Le T 1 | | T t t 4 | | | } } 
he oe oe es + ee See it~} —1 uj +A; fu. + , ave fot 
(22 ae ae ap ty m > } a a 3 | 4 Cas ee 
e +) OF Aci 4 yy Bana 
| | | 7 | 
o) ~ lh 7 a a a } } , | 
| a, eee 
Fig. 


ig. 3 


T 
+ 
J 
aie. 








i 
i 
= 
j fi i 

















+--j }—J f 
‘ EEA : i cyl 
fy | = 
AL} AA 
x. 


























i. 
1H 
lv 
py 
Ha Ib. 
































38 DOMESTIC 


guette, Jamestown, N. D.; Fig. 3, D. T. Smith, Oakland, 
Calif.; Fig. 4, J. W. Keller, Dawson, Mich.; Fig. 5, “P. C. 
B.,"" Marshfield, Ore.; Fig. 6, Ray Kynoch, Petaluma, 
Calif.; Fig. 7, James B. Flynn, Chicago, Ill.; Fig. 8, B. S. 


Mayhew, Perry, Okla.; Fig. 9, A. McHenry, Brooklyn, 
N. Y.; Fig. 10, “D. B. S.,” Brooklyn, N. Y. 

Fig. 11, Lisle Shimrock, Terre Haute, Ind.; Fig. 12, 
Louis Liess, Union Hill, N. J.; Fig. 13, John H. Rogers, 


Council Bluffs, Ia.; Fig. 14, John L. Schumagel, Jr., New 
York City; Fig. 15, Alfred T. Walter, Milwaukee, Wis.; 
Fig. 16, R. A. Carey, Fitchburg, Mass.; Fig. 17, F. March, 


Mineola, L. I, N. Y.; Fig. 18, Ogan & McIntosh, Tulsa, 
Okla.; Fig. 19, A. D. Plumbing & Heating Co., Trinidad, 
Colo.; Fig. 20, “J. J. F.,°? Chicago, Ill. 

Fig. 21, E. W. Spriehle, Toledo, Ohio; Fig. 22, W. R. 


Barnett, Miami, Fla.; Fig. 23, J. S. Martin, Iron Mountain, 
H. Thompson, Winona, Minn.; Fig. 25, 
Fig. 26, Robert 


Mich.; Fig. 24, J. 
F. E. Fenner & Son, Fond du Lac, Wis.; 
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Tagg, Allegan, Mich.; Fig. 27, ‘“Jim,’’ New Jersey; Fig. 


28, John Mills, Lockport, Ill.; Fig. 29, W. L. Rodgers, 
Green Bay, Wis. 

Fig. 30, H. J. Taylor, Flint, Mich.; Fig. 31, Henry Or- 
otti, Jr., Austin, Tex.; Fig. 32, John T. Fletcher, Balti- 
more, Md.; Fig. 33, L. J. Streyffeler, Spokane, Wash.; 
Fig. 34, M. Ellingson, Columbia, Mo.; Fig. 35, B. Bu- 
nowitz, Cleveland, Ohio; Fig. 36, “G. L.,’” Cincinnati, 
Ohio; Fig. 37, “E. P.,’”’ (mo address given); Fig. 38, 
“H. A. S.,”"’ Cleveland, Ohio; Fig. 39, W. W. Hughes, Min- 
neapolis, Minn.; Fig. 40, A. S. Haney, Roslyn, Pa.; Fig 
41, Gilbert D. Leland, Merchantville, N. J. 


TWENTY-TWO STATES REPRESENTED 
N the above list twenty-two states are represented; 
I the South sends seven drawings; the Far West six; 
Middle West eighteen, and the East nine. 
In the original drawing only the fixtures were shown, 
nothing else, not even a trap. Sach member of the Class 
might handle the job with one stack or with half a dozen. 
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As a consequence, no two of the drawings are alike, or even 
near enough aliketo criticise them other than individually. 

Fig. 1 shows the work done with one stack, a fact 
which makes necessary long, flat runs of soil, waste and 
vent pipes. Otherwise there is little to criticise, the 
drawing showing regular ‘orthodox’ methods, 

Fig. 2 uses two stacks, and the work is well done. The 
two bathroom lavatories waste into the vent stack, which 
One bath tub has a continuous 
vent, the other a crown vent. Both should be continuous. 

Fig. 3 shows three stacks. The fixtures appear to be 
distributed in a natural manner between the three stacks, 
except that one of the toilets and bath tubs of the top 
floor bath rooms discharge to one stack, while the other 
four fixtures of the group are served by another stack. 
Ordinarily all six bath room fixtures would enter the 
same stack. 

Fig. 4 uses four stacks, 


doubtless is an oversight. 


the fixtures being well dis- 


yr CD) 


9 
| 














Fig. 9 


tributed between them. Two groups of toilets are served 
by loop vents, which is O. K. In the two top floor bath 
rooms, the two baths and toilets should be vented. It 
would be better and less expensive, to connect the bath 
wastes into the water closet branches. The laundry trays 
should be vented. 

While there are only two soil and waste stacks in Fig. 
5, there are four vent stacks passing through the roof 
which serve these stacks. In two cases pairs of lavatories 
have been given combination connections. Why not do 
likewise with the other pairs? Bath tub should not waste 
into heel of lead bend. Wash trays are not connected. 

So far as connections are concerned, most of those 
shown in Fig. 6 are good, continuous venting being used 
in all cases except the bath tubs. The stack at the left 
is so located as to call for long horizontal runs of waste 
and vent pipe, whereas another location of the stack 
would correct this feature. The two bath room lavatories 
should have a common waste and vent. 

In Fig. 7 only one stack is used, and to bring this 
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Alpha brass isa solid solution Muntz bras t te 
of copper and zinc, uniform clotsot Aly t t led 
in character. It is dense, duc t igher nt iss 
k t I is strong 

but britt 


tile and tough. 











ALPHA Brass contains more copper 


UNTZ brass is pierced from solid billets, a process that cannot be used 

commercially with brasses having more copper. Alpha brass is cast in 
a shell, like condenser tubing. It is then pushed through a die for two succes- 
sive reductions which makes it extraordinarily dense, and gives it a superior 
texture. Containing only Alpha crystals, its properties are less dependent 
upon rate of cooling from the annealing furnaces than ordinary brass which 
contains beta crystals —the proportion of which varies with the rate of cooling. 


Beta crystals are brittle and in ordinary brass pipe it is desirable to reduce them 
to as low a point as possible by careful attention to annealing temperatures and 
cooling rates. Alpha brass pipe has no beta crystals, and therefore does not par- 
ticipate in the brittle qualities associated with them, but is dense, ductile and 
tough which adapts it to perfect bending and gives it an extremely fine finish. 


Beta crystals are the weak point in ordinary brass pipe and when it is 
subjected to unfavorable water conditions this portion of the brass is attacked 
and the zinc decomposed —-a process known as “‘de-zincification.” 


The nature and properties of Alpha brass are fully explained_in’the booklet. 


CHASE METAL WORKS, Division of Chase Companies, Inc., Waterbury, Conn. 


STOCKS Chase Companies of New Jersey The Ohio Chase Company Compan f California 


Newark Cleveland Francs I Angeles 


OFFICES Boston New York Philadelphia Rochester Pittsburgh ( Atlanta 


Members Copper and Brass Research Association 


ALPHA 
rass Pipe 


Cuase Metat Works, Waterbury, Conn 
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ieee 


0320—3 


; 
Please send me free of charge a copy of your book 


on Alpha brass 


NAME 





FIRM 
POSITION 


ADDRES 
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HERE conditions demand"the installation of 
a boiler that will burn—smokelessly and eco- 
nomically—all grades of soft or hard coal and fuel oil, 
the logical choice of the heating contractor is the 


Page 
Monarch 


Smokeless 


No. S-40-12 
Monarch 





Careful study of installations, demonstrating beyond question 
exceptional efficiency, and durability has convinced them of the 
superiority of the Page construction. 


Simple in designeasy to operate. Made in both push nipple 
and header types. 


Prompt shipment from convenient shipping centers. 
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: ped, , 
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THE WM. H. 


PAGE BOILERS PAGE BOILER CO. 


> 58 West goth Street 


“The Distinguished Service Line 
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Fig. 138 gi. 4 Pig. 15 
result about, the fixtures have been relocated, instead of SOME GOOD LAYOUTS 
being spread out, as in the original drawing, they are YE like Fig. 10 very much, and call it a good layout 
bunched together, which really makes a different problem / The same criticism applies to the bath room con- 
of it. The connections follow regular practice, and show nections as to Fig the most natural method would 
correct work. be to connect the two sets of bath room fixtures to the 
The chief point to criticise in Fig. 8 is the unsystematic ame stack The bath tubs are the only. fixture not 
way in which the vertical soil, waste and vent stacks are having continuous vent 
run. Reference to other drawings will help to show Fig. 11 we find well thought out also If the two 
wherein straight rising stacks, with branches running stacks had been brought in toward the center of the 
directly to them, are better practice The bath tubs work, it would have resulted in shorter horizontal runs, 
should be vented This completes Group No. 1 While Which would have been an improvement We note that 
most of the drawings in this group followed closely Wherever possible, water closet have been given wet 
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Fig. 16 Fig. 17 Mig. 18 
the regular practice called for by most modern plumbing vents Personally we feel that this is a legitimate prac 
ordinances, we are free to say that in general the layouts tice, although we know that many are opposed to it 
of work shown in Group No. 2 are more to our liking Fig. 12 uses three stack and in many respects is one 
The use of a combination waste and vent for a pair of of the best of the layout The same criticism as given 
fixtures, is to be considered good practice, and moreover, on Figs. 3 and 10 applies to one of the bath tub 
results in a great saving in labor and material for the Fig. 13 gives an interesting layout, but it seems to us 
master plumber. that the vertical vent line might be arranged in some 
Fig. 9 does not show this practice referred to above to what more ystematiec manner Reference to Fig. 12 
the extent that some of the other drawings in this group will show the idea that we 1 e of it The two batteries 
do, but nevertheless the method is followed quite freely, of water closets are served by circuit vent, but we note 
and we think the general layout a good one. We might the size of same to be Which is too small, 3 in 
ask why not give the wash trays a combination waste being better. 
and vent? Fig. 14 is in many respect much like others of thi 
| | 
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A Good Closet Tank 
—— . + - 
re ) from Every Viewpoint 
ee ES 
ae | | We think it’s the best composition 
; closet tank made, and judging by 
the reorders, most plumbing contrac- 


tors who have used them seem to 
think so too 


Pe te 


The finish is a pure, highly burnished 
white, free from ripples or other 
blemishes and guaranteed uncon- 
ditionally. Easily kept clean with 





For our mutual protection we emboss p 
oa i a pr an a soap and water—a fact that appeals 
tne " rade mark on tne ae 
" veal he ahaa ease strongly to the woman of the house 
Of every cot er. Look joritu hen you buy. 

The Chino Tank is much lighter 


than vitreous and is not brittle 
therefore less likely to break in ship- 


ping or installing 
With all their advantages the low 


price of Chino Tanks makes them an 
unsurpassed value. 


Place your order with your jobber 


‘ 
|| BENEKE MANUFACTURING CO. 
‘ 
; 
xm 


Successors to 


BENEKE & KROPF MANUFACTURING CO. 
21st and Rockwell Sreets CHICAGO, ILLINOIS 
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Fig. 31 Fig. 32 Fig. 33 
group. In the midst of general good work, the connec- rooms should not be split up between two or more stacks, 
tions of the right hand bath room toilet and bath are but would most naturally enter one stack. We like the 
very poor. 3oth vents are taken into the main vent venting of the four toilets on the first floor. 
below the floor, and such a connection would surely result Fig. 16 uses four stacks to do the work, and is well 


in waste entering the main vent line. The bath waste done. A loop vent is used on the three urinals, which is 
should not enter the heel of the lead bend. The toilet O.K. As with Figs. 3, 10, ete., toilet and bath of one of 


at the left connects through the bath trap, which is ob- the bath rooms connects to a second stack. 

viously a slip of the pencil on the part of the maker Fig. 17 uses two stacks, and they are so placed as to 
of the drawing. The wash trays should be separately handle all the fixtures very nicely. By reversing the two 
trapped. bath tubs, shorter waste connections would result. As 


Fig. 15 is one of the best of the layouts. As in the now connected, the baths have crown vents much too 
case of several other drawings, we think the two bath far away from the traps. The laundry tubs shown should 
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Are You Getting Yours? 


Bringing out the MERION Automatic Storage 
Gas Water Heater—Family Size—at @@ POLLArs 
has made New Business for— 


and a low Gas Bill 


THOUSANDS OF PLUMBERS 


No announcement ever made by the John Wood Company 
has met with such instant and tremendous response. 


Costs the Plumber 
$48 plus freight. 


Your Jobber will quote 
20‘. from list prices. 


A Better Heater 
at a lower price. 


Made in Four sizes. 








Easier to install than a 
Range Boiler. 


The MERION has a 
new and revolutionary 
Thermo-Valve that 
cuts the gas bill below 
all other Automatic 
heaters on the market. 


Full Automatic, extra 
heavy Boiler ; completely 
insulated; beautiful blue 
Duco finish. 





Every Home 1s a Merion Prospect 
Order one from Your Jobber Today 


JOHN Woop MFec. Co. 
CONSHOHOCKEN, PA. 
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Fig. 34 Fig. 35 Fig. 36 
in accordance with good plumbing practice, be separately hown, we would connect it to the vent stack close to it 
trapped Circuit vents are correctly used on the two batteries of 
If Fig. 18 is compared with Fig. 17, it will be seen water closets 

that setting the left hand stack further to the right, is sJesides the use of circuit vents for the water closets 

an improvement, as it makes the runs shorter The Fig. 22 is interesting because of the considerable use of 

other stack is located the same, but the venting of Fig wet vents The stack at the left, serving six lavatories 

18 not so simple. Waste connections into the heels of shows the lavatories on the first and second floors wet 

lead bends is never good practice. vented, and the stack itself serving as a vent for the 

Judging from a brief note accompanying Fig. 19, we basement water closet. The original drawing shows this 
believe the drawing shows a system constructed largely = stack 4 in., but 2 in. would be ample We do not like 
of lead. That being the case, the lavatory waste into one the connection of a top floor bath into the heel of a closet 
of the bathroom toilet bends, also the waste connections bend on the floor below. Why not connect it on its own 
into the heels of the bends, are wrong, also one trap fo! floor, direct to its stack? 
two laundry tubs. In Fig. 23 
If the vent stack we find eight F 
for the stack at loop vent ia ie 
the left is moved applied to —F 4 ii ; 
in close to its water closet + 
stack, the work lavatories [ iu b ] 
will be improved sinks and ss oe | aes ©! 
and it will cost urinals | 
less When it, ig a I] 
; —-2 , ; 
There is very comes to ap on 5 
little to criticize in plying loop | 
Fig. 20, outside of venting to a | 
crown vents for pair of lava m ie Ll Ui 
the baths, It is evi- tories, we y A ¥- 
dently intended to think the Fig. 3S 
connect the three work would 
sinks to a catch basin, but a note states that if a grease be more satisfactory if a continuous common vent and 
trap is used for these three fixtures the waste connection waste were used. A couple crown vents and wrong tap 
may be into the stack at the left. ping of the laundry tubs are noted 
The first thing we note in Fig. 24 is the number of long 
CIRCUIT AND LOOP VENTING GROUP horizontal waste, soil and vent lines, the cause of which 
E come now to the third group, in which circuit and is the attempt to make one stack handle the whole system 
7 inn venting seem to be the outstanding feature. which in actual practice would hardly be expected Our 
Fig. 21 might be somewhat improved in several ways remarks on loop venting as applying to Fig. 23, also apply 
by shifting the left-hand stack over to the same location to Fig. 24 The bath traps should be vented 

as its vent stack, by providing two sets of three lavatories If Fig. 25 had been laid out with two or three stacks 

with separate traps, rather than connecting them into a instead of one, it would have made a much better layout 

single trap Instead of running the wash tray vent as The fact that the soil stack is at one extreme end, and the 
==) [TJ : [ a r ] 
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vent stack at the other, increases the length of horizontal 
rur The pec lliarity of thi lavout is that while the 
waste nd nt connec ” for individual fixture and 
groups of fixtur re generail good, the condition above 
mentioned make the ntire tem impracticable The 
top floor toilets and baths are unvented 

In Fig. 26 the lines of sink lavatories and urinals have 
circuit vent Inasmuch as circuit venting finds an even 
more favorable application to line of water closets, the 


layout would be imy roved with uch a change We think 
the stack at the right could be as easily served by a single 
vent stack as by two Why run the fresh air inlet up 
through the roof 

In Fig. 27 we believe the two groups of water closets 
are provided with both loop vent and the common vent 
from the lead bend While this doe no harm, it is an 
unnecessary expense ind one form of venting should be 
eliminated 

Fig. 2% thoughtfully worked out Practically every 
fixture or group of fixtures is on a loop vent In the case 
of the lavatories inks and urinals, the drawing shows the 
individual wastes entering the top of the fitting on the 
main horizontal waste whereas the main line fitting 
should be on their side with P traps entering them We 
believe the foregoing idea was intended, rather than the 
method actually shown by the drawing Several wet vents 
are to be noted, which are used to advantage 

Fig. 29 is one of the good one Loop venting is used 
to advantage, and there is little to criticize 

Fig if ilso one of the good ones Four stacks are 
used nd the fixture well distributed between them 

Now we come to a group of drawings in which circuit 
and loop vents are used somewhat, but not to the extent 
of the preceding group 

Fig 1 is very well done We note the bathroom 
toilets are wet vented We are much in favor of using a 
common waste and vent on pairs of fixtures, and think in 
thi lavout thi pial might well be followed even further 
than it ha been 


SOMETHING DIFFERENT 


N1G. 32 is considerably different from any other layout, 
}: and will bear considerable study It has six soil and 
waste stacks, but this is somewhat discounted by the fact 
that there is but one vent stack \ poor feature is the 
long horizontal runs of soil pipe In order to give the 
two batteries of water closets, also the top floor toilets 
circuit vents, the horizontal 4-in. soil line to each group 
is extended to the extreme end We believe much more 
positive results would have been obtained, with less ex- 
pense, by some other method Five of the stacks show 
wet venting The bath traps are not vented 

Fig. 33 is well laid out, and little to criticize We note 
the vents from the four drum traps are taken from the 
top of the trap We are not much in favor of this method 
It is practically a crown vent and subject to the same 
difficulties; it deprives the trap of a clean-out unless the 
vent connection is first broken and the branch turned 
back out of the way 

Fig. 34 uses loop venting principally, although separate 
vents are used on the three sinks and the urinals The 
work in general is good We do not understand the 
laundry tub connections, as they are apparently not 


trapped. The bathroom toilets are wet-vented through the 
bath 

The fifth group shows layouts in which several fixtures 
the AS a of fact, the 
ordinances demand a trap for 
the a single trap by two 


better 


vents, which seems to us O. K 


discharge into same trap matter 


best plumbing separate 


each fixture, and prohibit use of 


or more fixtures It certainly seems to us much 
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practice to trap each fixture individually. When the trap 
con¥mon to several fixtures is out of commission all of 
the fixtures are out of use. Such a practice also produces 
more unprotected waste pipe to throw off foul odors 
nto the toilet room 

Fig. 35 calls for horizontal vent lines of considerable 
length. The traps used by two or more fixtures are crown 


several cases. 


vented in 


Fig 36 is well laid out The worst features are the use 


of the same trap for several fixtures, and the considerable 
use of crown vents. 

Fig. 37 has a very long flat vent line in the basement, 
also horizontal soil lines that would be improved if 
shorter The circuit venting is well done 

Fig. 38 shows a large use of crown vents and, as a con- 
siderable number of others have done, discharges part of 
the bathroom fixtures into a second stack. We do not 
favor discharging the laundry tubs into an open well, 
even though the well is trapped It does not seem to us 


a clean sort of practice 


In the case of Fig. 39 all we can say against it is the 
use of a single trap for two or more fixtures, and that the 
top floor toilet and bath would more naturally discharge 


into the same stack as the other bathroom fixtures. 

Figs. 40 and 41 show unvented fixtures. We do not 
just understand Fig. 40. At the right the horizontal line 
on each of the three floors is tied into a vertical line 
through the roof, but we do not understand what con- 
nection is intended at the left. Midway on each floor is 
a stack which, we presume, goes through the roof. S traps 
are used on all the small fixtures, but are unvented, and 
we cannot see that such roof ventilation as is provided 
will be much protection against the siphonage of these 
traps—in fact, we would imagine a large number of the 


traps subject to siphonage. 


1 WONDERFUL FOR STUDY 
NIG. 41 apparently shows of anti-siphon 
|: trap on all the small stack at the 
center is served by a vent stack at one end, and the equiva- 
the end. Our criticism of 
applies largely to The 


OPPORTUNITY 
form 
One 


some 

fixtures soil 
other 

Fig. 41. 


lent of such a stack at 
Fig. 40 
fully connected. 

In the foregoing criticisms it will be realized that very 


written on quite a number 


wash trays are 


not 
have been 


much could 


of the drawings, but lack of space forbids. 


more 


Until going over these drawings, and in imagination 
seeing the 41 drawings all assembled on printed pages, 
capable of comparison, one with another, we had not 


realized what a really wonderful opportunity it is for any 
interested to what can be done 
Hardly any of the drawings 
There is abundant opportunity 


one who is see just 


with such a problem. two 
are anywhere near alike. 
to study these drawings to great advantage, and we fully 
believe that such a study will be of far more benefit than 
the criticisms we have made. 


We have to compliment these 41 members of the Class 


on their work. It is the truth that it is the best lot of 
drawings we have yet handled For one thing, the use 
of continuous venting has been very much more general 


than on any previous lot of drawings, and that is exceed- 


ingly pleasing to the Schoolmaster. 


A large majority of the 41 men are newcomers into 
the Class They have done fine, and we say, “Come 
again.”’ ; 

Members of the Class should send in their corrected 


drawings early if they want to receive the best criticisms. 
been received from 
until the School- 


A large number of drawings have 


“tardy” pupils. These will have to wait 


master can reach them and until space is available. 
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Here’s the sales combination you've been looking for— 


Your Organization 
Plus ROBERTS Goods 











Prestige added to Prestige— 














The name rozerts on goods which you offer 
insures repeat sales. 





This name is stamped on every genuine 
piece of RoBERTs. 





Standardize on this line and push it. It 
means increased sales volume. 


Sold Thru Your Jobber 


THE ROBERTS BRASS MFG. CO. 


Manufacturers of Brass Goods for Steam, Water, 
Gas, Gasoline, Air, Oil and Automotive Use. 


DETROIT -i- MICHIGAN 


eo} =) 9545 








Mention Domestic ENGINEERING when writing advertisers 








48 DOMESTIC ENGINEERING February 7, 1925 








Another BLAUVELI Triumph 


A Packless Double Combination Fitting 


HERE a double combination fitting is 


This fitting in cogulerly desired this faucet can be relied upon 

furnished page op to give perpetual satisfaction as it has the 

plated. t can e . 

supplied in Blauvelt Same sylphon, non-rotating valve, and 

err gual metal if special long life washer construction char- 

specifiec ae " 
acteristic of the Blauvelt packless single 

Blauvelt ‘‘Brilliant’’ faucet 

metal has recently been ; 

developed by the F. N. 

Sele a a eel These features make the Blauvelt packless 

Kon te oe sr double fitting the most economical of this 

takeson a polish equai to : 

tee: Meet asietiat Medals style of equipment that you can recommend. 


The F. N. DuBois Co. 


Incorporated 


243-247 Ninth Avenue New York 


Mention Domestic ENGINEERING When writing advertisers. 











Out Where the Tall Corn Grows 


Towa Master Plumbers’ Association, convening at Dubuque 
for its 37th annual session, sets a high standard for con- 
structive action. Read this report just to see what can be 
done when convention delegates are really out for business 


\ ROM the tap of the gavel, in the hand of Don Holt, Nominating Committee W. Lavelle 
| Sioux City, president of the Iowa Master Plumbers’ Sioux City, chairman; J. A. Wallin, De 
Association, which called it to order, to the tap Moines, A. C. Wunder, Dubuque 

which declared it adjourned, the thirty-seventh annual 


gathering of the ‘‘tall corn state’ masters would have sat REPORTS OF COMMITTEES 


isfied the most exacting movie director calling for “Action!” ‘Te secretary, V. J. Hagan, Sioux 

President Holt struck the keynote when he said, ‘‘The City, then read his report, indi 
essence of this convention is action.” In pursuance Cating a gain of over 70 per cent in 
whereof he proceeded to make matters move swiftly membership in the last year, and in 


touching upon the financial status of 
the association, in which FE. Wernentin, 
Davenport, the treasurer, concurred, he 
pointed out that, although a reduction 
of dues had gone into effect at the last 


convention, there was a surplus in the 





treasury at this time, due to the 

splendid activities of the directors in President 

the various zones. Don Holt 
George Walker, vice-president, a 

chairman of the Platform Committee, read a compre 


hensive report, including recommendations for a Code of 





Ethics It was later decided to allow the matter of the 
The host delegation from Dubuque: J. W. Lunden, Larry code to hold over until the National Convention has taken 


Mullen, A. L. Hammel, M. A. Hill, Geo. MeCarten, H. B. action in June 





MeCarten, A. Levan and Philip Breithaupt In the president’s report Mr. Holt outlined the activi 
ties of the administration. That report indicated a splen 
George Walker, vice-president, Des Moines, having re did spirit of co-operation between the officers and directors 
sponded to the address of welcome of City Manager O. EF and a spirit of willingne to sacrifice for the good of the 
Carr, the president announced the following committees association This was particularly true in regard to the 
Credentials Committee—Louis Buechel, Dubuque, chair zone meetings Kighteen of these meetings were held 
man; H. A. Rynearson, Waterloo; E. J. Goff, Des Moines during the year, and directors of the various zones gave 
Auditing Committee—J, A. Thomas, Des Moines, chair willingly of their time in order to help zones other than 
man; H. B. McCarten, Dubuque. their own He cited the case of L. C. Pray, Ft. Dodge, 
Resolutions Committee——-Frank A. Nelson, Ft. Dodge, who drove 100 miles in order to put on a zone meeting in 
chairman; L. S. Dlugosch, Storm Lake; L. O. Hennings, another city 
Davenport: W. C€ Miller, Cedar Rapids; Sid Smith, Larry Mullen, president of the Dubuque Master Plumb 
Waterloo. ers’ Association, sketched briefly what they have done in 








0 





First half of the official photograph of the annual convention of the lowa Master Plumbers’ Association, held at Dubuque, 
lowa, January 26, 27 and 28, 1925 
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Typical installation of the Thermo 


— a Heating System 


Most any kind of a heating system can be forced 
to provide comfortable room temperature during 
mild winter weather—it takes from 25 to 75 per 
cent more fuel sometimes to do it, of course, but 
it can be done. 


but when the mercury tries to crawl into the 
hole at the bottom of the thermometer and pull 
the hole in after it—-that’s the time to measure 
efficiency. 


Unless the job is hopelessly ‘under capacity” a 
Lytton Thermo Syphon Trap will improve its 
operation up to 50 per cent. This holds good 
whether the job be vacuum, vapor or steam 
even antiquated one pipe systems respond 
wonderfully. 


On new jobs the use of the Thermo Syphon 
Traps enables you to guarantee perfect operation 
with full assurance that you will not be bothered 
with profit consuming service calls. 


VAR UARUARUARVARARU AURA UAT ARR 


Vin 


ZANT PRAIA 


Every heating man should have 
a copy of our Bulletin No. 16. 
Mailed free on request. 
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COO CROEORO OREO OOOO ORIEL, 


LYTTe 


MANUFACTURING CORPORATION 


Trap Franklin, 
Specialists Virginia 
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the past year, and called attention to the full page adver- 
tisement in the daily papers welcoming the delegates, 
and to the news of the convention, which was given a 
great deal of space in the newspapers. 


RELATIONS WITH JOBBERS 
N EORGE C. NIEWOEHNER, Burlington, chairman of 
J the Trades Relation Committee, had some extremely 
pointed remarks to make concerning the relations of the 
master plumber and the jobber. He pointed out that if 
the local associations would get together with the jobber, 
if there was less scattering of purchases, and if the aver 











The delegation from Davenport.—Back row: H. R. Weise, 

Harry Lorenz, L. O. Hennings, W. W. Scehlicting, Henry 

Hintze, and Harry Speth.—In front row: Lee Drescher, Ed. 

Wernentin, C. A. Witte, Ray Kerker, Adolph Kahles and 
S. A. MeCool 


age plumber studied the merchandising side of his busi 
ness, there would be a better feeling. 

President Holt asked S. A. McCool, Crane Company's 
representative in Davenport, to say a few words. Mr 
McCool said that if the plumbers would pay more atten- 
tion to concentrated purchases, they would not have to 
bother about the cash discount proposition which will go 
into effect on March 1 in the state of Iowa. He said that 
the jobber would be willing to help out the master who 
was giving him a large percentage of his business, rather 
than scattering it through a number of jobbing houses in 
other territories. 

Frank A. Nelson, Ft. Dodge, told the convention that 
there the most pleasant relationship exists between 
plumber and jobbers. If either has a grievance, they 
thresh it out together. He felt that co-operation was 
absolutely necessary because the interests of both sides 
were in many cases identical. 

In a tremendously interesting and spirited address, 
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Cedar Rapids delegation: John Messner, Wm. CC. Miller, J. W. 
Darragh, I. Popelka, J. Zwacek, 8S. A. MeCool of Crane Co, 
(Davenport) and EK, L. Dieman 


Royal Holbrook, of Ames College, told of the work being 
done in that institution to help various industries solve 
their problems. He offered the facilities of the college 
to the master plumbers of the state of Iowa if they would 
take advantage of them 

L. C. Pray’s report of the activities of the Educational 
Committee bore out what President Holt had said about 
co-operation Upon returning to Ft. Dodge last year he 
asked the help of the members of the local association 


and was able to report that not one of the members had 





W. M. Lavelle, Sioux City; H. B. MeCarten and Geo. McCarten, 
Dubuque; C. E. Gibson, Des Moines; Thomas Tucker, Eagle- 
Picher Lead Co., Kansas City, Mo, 


fallen down during the year In many cases they had 
gone to other cities and given substantial aid in ironing 
out problems of long standing 

John F. Garvey, Mason City, listened to every time he 
took the floor for flashes of his good-natured wit, arose 
at the close of Mr. Pray’s report to say that in his own 
city local problems had been cleared up with the assistance 
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of the lown Master Plumbers’ Association, held at Dubuque, 
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The success of the DAYTON 
“Cub” has lead to the devel- 
opment of a direct pressure 
system built as an intregal 
unit with a pumping capa: 
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Waterloo delegates: L. B. Marek, 8S. F. Stephenson, Carl An- 

derson (back), Harry Rynearson (front), J. B. Bruner, John 

Koch, Sidney C. Smith, Geo. H. Quest, L. FE. Roberts and Ray 
Redington 


of Mr. Pray and his co-workers, who gave unstintingly 
of time and service. 


CREDIT AND LEGISLATION 

N THE talk of D. R. Thomas, secretary of the Central 
| Western Credit Association, there was much that 
caught and held the members’ attention by its frank, 
direct tone and its constructive trend He told of the 
work of his association, what it was watching in the 
records of the men present, what characteristics went to 
make up a good credit risk, graphically illustrating his 
points with four building blocks—-Character, Capability, 
Community and Honesty—and showing that of all these 
the greatest is Character, which is the foundation of the 
whole credit structure. 

Working closely with the association's Legislative Com 
mittee and knowing what it desires to accomplish, E. H. 
Sands, State Housing Commissioner of Iowa, told the 
convention what its Legislative Committee had accom- 
plished. With a complete knowledge of the inertia of 
legislative bodies, gained by close contact, Mr. Sands 
urged that the convention go home and act. He impressed 
upon each member the fact that he was responsible for 
some part of the work, and that if all did not co-operate 
with the splendid work of -F. S. Popelka, Cedar Rapids, 
chairman of the Legislative Committee, and of W. CC 
Shanley, Des Moines, the year’s efforts might go for 
nothing. 

Mr. Shanley arose with a splendid suggestion That 
every master go to his doctor, his attorney, his banker, and 
point out to them the value of the proposed Code and the 
other legislation to come up, and gain their co-operation 
in urging representatives to give careful attention to these 
matters. 

Frank A. Nelson, Ft. Dodge, tall, kindly, quiet, and vet 
forceful, speaking on the subject, “How to Conduct a 
Local Association,” stressed the necessity of friendly sen 
timents between members. Without such a feeling no 
local association can be successful. He urged the con- 
vention to give a helping hand to the man just going into 
business and to exert themselves to maintain cordial rela- 
tions with the jobbers in their cities. 

The two important points raised by the report of the 
Employment, Trade Schools and Wages Committee were 
these: Ed Wernentin, Davenport, chairman of the com 
mittee, said that not enough interest was taken in the 
trade schools by the masters: he also indicated that wages 
in lowa ranged from 90c to $1.25 per hour 


NATIONAL AND T. E. B. ACTIVITIES 
WICE during the convention National Director George 
is. Reeke, Green Bay, Wis., took the floor to give the 
lowa masters a comprehensive view of the work being 
done by the National Association. On the important 
matter of apprenticeship, he said that the master must 
be content to make an investment in the apprentice dur 
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ing his first two years. Other matters touched on by Mr 
Reeke were the work of the Standardization Committee, of 
the committee having in charge the Code of Ethics, of the 
Scholarship Committee, and the amount of $3,000 which 
the National Association has set aside for the financing 
of the scholarships to be awarded 

Following an address by Geo. K. Wells, of the National 
Trade Extension Bureau, on its activities in the training 
of apprentices, there remained the report of the Resolu 
tions Committee, the election of three directors to take 
the place of three retiring members of the board, and the 
meeting of the new Board of Directors to elect officers 
for the coming year 

First the convention accepted the invitation of George 
Walker, of Des Moines, to hold its next meeting in that 
city, after a few minutes of good-natured banter concern 


ing the merits of the possible convention cities of Iowa. 


THE RESOLUTIONS ADOPTED 

NRANK A. NELSON, chairman of the Resolutions Com- 
}: mittee, then presented the following resolutions 
as concurred in by the committee All were carried 
unanimously: 

That the Legislative Committee investigate the lien laws 
of other states and report their findings with recommenda- 
tions for any changes deemed advisable in the lien laws 
of Towa. 

That steps be taken to secure proper enforcement of 
the sanitary laws of lowa and of the regulations concern- 
ing the licensing of all engaged in the plumbing industry 
Also that the Association go on record as approving the 
20 basic principles 

The convention not only adopted a resolution concerning 
the elimination of pollution of streams, but the Board of 
Directors in its executive session decided that each direc- 
tor should be responsible for propaganda in his district 
to forward this movement 

That the Iowa master plumbers reverently express and 
extend sympathy to National President John J. Vogelpohl 
for the loss of his mother during the year just past. 

That the practice of sub-contracting be discontinued 
wherever possible 

That the lowa Master Plumbers’ Association go on ree 
ord as indorsing Don Holt as candidate for the vice-presi- 
dency of the National Association of Master Plumbers at 
the Portland convention, and that the Iowa delegates be 
instructed to support his candidacy 


This completed the report of the Resolutions Committee. 


(Continued on Page 65) 
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Ww. S. Gow, Dubuque; C. H. Riley, Belle Plaine, and A. C. 
Wunder, Dubuque 
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Courtesy and Sanitation 


© you know why a gentleman always 

takes the outside of the walk? Be- 

cause in the Middle Ages there were 

no sewers. Mud puddles stood in the middle 

of the street. The only dry walking space 

was close to the house. Courteous gentle- 

men, therefore, allowed the lady to walk on 
the inside. 

Modern plumbing has made clean streets 
possible. It carries off the water even in the 
heaviest rains. Gentlemen still walk on the 
outside, although the plumber has eliminated 





the condition which once made that act of 
| Ask for a courtesy necessary. 


copy of “The 
| Story of the 


| Bath.” The (In this space your Name, 
paaewm Telephone, and 
enjoy it. a 

| You will, too. Address ) 











§ Does Advertising Pay? 


EN Years ago the plumber wasn’t considered in the same class as 
‘a retail merchants. Today, thanks to advertising, his place in 
the community is recognized. His service in protecting health and 
adding to the comfort of living is understood. Advertising educated 
the puble. 

These Advertising Editorials are helping to keep up the good work. 
Use them. Use the sales letters in the next column. The illustrations 
for the editorials cost little—$4.20 for twelve. The letters are yours 
for the using. The Adlets cost you nothing but the small work of 
typing them. Advertising pays. 

From your prospect cards select the name of a few people and send 
them the letter in the next column. 


_— 


54 


ALES LETTER 
One a Week—No. 2 





Select the names of ten or twelve people 
who have never bought from you. Send this 
letter to them. Begin to build up confidence 
in their minds by educating them to the value 


of your service. 


JOH N BROWN 
Heating 


Two Rivers, N. Y. 
Jan. 24th, 1925. 
Mrs. Edward Jones, 
Two Rivers. N. Y. 
Dear Madam: 

Do you know why the gentleman always 
takes the outside of the walk? 

Because, in the Middle Ages, there were 
no sewers. Mud puddles stood in the middle 
of the street. People threw refuse into the 
street. The only dry space was close to the 
houses. Therefore, the courteous gentleman 
allowed the lady to walk on the inside. 

The plumber has long since removed the 
necessity for that act of courtesy. Modern 
plumbing and sanitation have made clean 
streets possible. They carry away the water 
even in the heaviest rains. They remove the 
danger of polluted air caused by stagnant, 
dirty water. 

Don’t allow defective plumbing in your 
home to remain in poor condition. It’s dan- 
gerous. It’s an investment in health to have 
the plumber in to repair it. Just phone when 
in need of service. 

Very truly yours, 
JOHN BROWN. 


Adlet 


ONE A WEEK—No. 24 


7 EEP plugging. Advertising doesn’t work 
K miracles. But consistently used, it has 
brought many a firm to a paying basis. Smail 
space used regularly more than pays for itself. 
Just type out the Adlet, sign your name, address 
and telephone, and hand it to your paper. Do 
it now, and do it every week. 





Sanitation 


Defective plumbing is a menace to 
good health. Don’t delay in calling the 
plumber when something needs atten- 
tion. Bad smells and the possibility of 
disease arise out of neglected plumbing. 
Just telephone. 
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Pilot Flush Valves 


for “Continuous Profit’’ 










3 ‘Types (and variations) é; a) 
for All Purposes ' 






Points of 
Superiority— 


1 The Diaphragm Valve 
* with the Automatic Self 
Cleansing Equalizing Port, 

The only really practic 
le equalizing port, because no 
normal amount of dut can clog 
the free flow of water to the com- 
pression chamber. Water does 
not simply flow over it, but is 
forced over the unseated check 
by water expelled from the com 
pression chamber by the upward 
movement of the lifting cam. 


2 Everlasting leather dia 
* phragms no ordinary 
leather, but leather specially 
prepared to keep up the PILOT 
record of “no maintenance.” 


AUTOMATIC, 
Self-Cleansing Equal- 


izing Port 
» 


Perfection, Satisfaction 
and Service 


Since April 1, 1915 


3 Adjustable water saver 
ean easily accessible screw 


The Architect, Mr. Emery 
Roth, the owner, Finlo Realty 
Co.,-—-both of 119 W. goth 
St., N. Y.C., and the, plumber, 
Jarcho Brothers, 22 E. 105th entire valve — a big labor and 
St., are as one in their en- 


heneciadienh oll ton eniamanne c.. profit” because Pilot Flush 


irrangement which governs the 
diaphragm controlling the 
amount of water used in flushing 
4 Removable Seat any 

* necessary repairs can be 
nade without taking off the 


of Pilot Flush Valves in the Valves require practically no maintenance. 


beautiful 12-story apartment Every job where you use Pilot Flush Valves 
building on the S. W. corner gives satisfaction. Satisfaction means more sales, 
of Park Ave., and 63rd St. each sale building still more sales—continuous profits. 


No costly repairs to charge against your profits. No 
complaints to lose you jobs. Pilot Flush Valves build 
reputation. 


The panel above, tells exactly why you can always 
expect more of a Pilot Flush Valve. ‘Features you 
won’t find in any other valve—features that are worth 
far more to you than a slashing of price. Worth 
proven by hundreds of important installations in New 
York City’s finest apartment houses and _ hotels. 


Write for Commonsense Book on Valves 


Straight from the shoulder points about valves that are too often 
glossed over or neglected — points that will help you in your 


work. Write on your letterhead for a copy —write for it NOW. 


HEDGES & BROTHER 


ae 103 South Street NEWARK, N. J. 
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WALWORTH STANDARD 
GATE VALVES 


The 125 Ibs. “Kay” 


The Kay is a cleanly-built, upstanding brass valve 
of the double disc type with parallel seats. It is 
conservatively rated for 125 lbs. steam pressure. 


In the Kay both discs are completely free from 
their seats when the valve is being opened or 
closed. Its rising stem permits a close and accu- 
rate adjustment of flow for many purposes. 


Other brass valves of the Walworth line range 
from 100 to 250 lbs. steam pressure. Remember 
the Kay by name. 


WALWORTH MANUFACTURING CO., Boston, Mass. 

Chicago Cleveland Ir ( Kewanee n A 

tladelphia Portland, Or é San Franc Youngst 
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Walworth International Co., New York, Foreign Representative 
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6é ¥ 4 Mi M a shorte address, which tended to cement. still further 
° 4 | > > 
Ou sire the + inute + en the friendship of the two organization: Calvin Rice, 
H 1 V il iC 9? secretary of the American Society of Mechanical Engi- 
Of eating and enti ation neers, Was also asked to speak and voiced the desire of 
(Continued from Page 22) the society which he represents to work with the Ameri 
E - é can Society of Heating and Ventilating Engineers in 
times throughout the convention as well as in the lobby - : ; 
; problems in which they have a common interest 
of the hotel between sessions. io ; 
e a . It has been our ambition for a great many years 
When the financial report was read, the remarkable a ; © : 
‘ : to work with you,” he said, “in problems in which we 
character of the work these men have been doing was 7 7 
Ss ; - - are both interested. We have a number of such prob 
made more apparent. Thornton Lewis, vice-president : ; 
. ‘ : : ; lems in which we would like to co-operate with this 
and general manager of the York Heating & Ventilating : ; 5. ; 
: 2 ¢ ; : 7 ? society We might even have a joint meeting some 
Corp. of Philadelphia, and member of the council of —_ 
‘ Saree . : time. This has been suggested, and perhaps you would 
the A. S. H. & V. E., who presented the financial report, : j . ; 
: . - 7 like to meet with us in New York next year If there 
stated that during 1924 the business of the society had : : 
: Rit is any way in which we can work more effectively to 
increased twenty per cent; the excess of income over 
S ; : gether we should do so. 
expenses had increased thirty-two per cent; the increase ee 
: nd : E I read in a magazine recently an article entitled, 
in net worth amounted to fifty per cent; the increase in a . : ; 
i ; ’ : Co-operation no idle dream,’ and Co-operation should 
cash on hand was sixty-eight per cent; the increase in or . 
: i ; be no idle dream, but should be put into effective opera 
gross profits of the publication was seventy-three per , mar: 
: 7 : ‘ . . tion between these two societies, the American Society 
eent and the increase in net profit of the publication a : : ; 
. of Heating and Ventilating Engineers, and the American 
was sixteen hundred per cent. eae : é aot ag 
Ww t $1,800,’ id M , : : — Society of Mechanical Engineers. 
“We spen ,800,”’ said Mr. Lewis, ‘in printing codes ans : : : 
hi , The total i f : : ; This feeling was also voiced by Retiring President 
this year. 1e total income for operating expenses was A; : f sat 
on 1 sf ss i “ 614 Addams in his address when he said, ‘The code under 
oughly 9,000 this year as compared with $14,000 é ; ; ; 
roughly $ eager be the direction of L. A. Harding is being shaped into what 
last year. We owe,” said he, “a great deal to Mr ; 
: : . may become the society greatest public utility, and 
Houghten and Mr. Hutchinson for their efficient work ; : 
it is one of the dreams of this organization that in co 
operation with other societies of a similar nature we 
OTHER ASSOCIATIONS HEARD FROM may make ourselves of some service in the world and 
SNHERE were a number present from other associa of benefit to future generations.” 
tions which have many interests in common with A summer meeting in Europe was discussed and at 
those of the American Society of Heating and Ventilat tention was called to the fact that in many instances, 
ing Engineers. European societies of engineers are as much or more 
Frank Merrill, president of the Heating and Piping interested, in the work of the Laboratory than those 
Contractors National Association was present and gave in this country W. J. McConnell, past assistant sur 
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backed by an _ organization, 
which is continually striving to 
better products of their man- 
ufacture, is in keeping with 
the beauty in bathrooms in 
the most palatial residences. 


Our two fire process produces 
a glaze that makes it part of 
the body, and makes it ever- 
lasting. 


Our large plant, manufactur- 
ing on a large scale, assures 
early shipments of orders. 


You can do no better than to 
stand by Zwermann. 
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A genuine two fire vitreous china tank, 22 
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Equipped with either Zeco or regular fittings. 


Robinson, Illinois 
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geon, U. S. Public Health Service, and surgeon of the 
U. S. Bureau of Mines, in presenting stereopticon charts 
regarding and in explaining details of his paper on 
“Basal metabolism before and after exposing to high 
temperatures and various humidities,’’ said that while 
he had received a large number of letters from men 
in Europe regarding the character of this work he had 
received but two from scientists in America. ‘‘Work of 
scientists and engineers knows no nation and no creed. 
Their work is to learn the secrets of nature and the 
scientific data which they compile is for the benefit of 
humanity as a whole.” ‘ 

“We should strive,’’ said Mr. Addams, “for scientific 
advancement and investigation so that we may serve 
the people of this country and of the world. Such in- 
vestigation should result in greater saving. One of our 
chief short-comings is that of waste. This is the time 
for conservation and stopping waste, and I want here to 
express my appreciation of the work of every officer 
and every committee, including those who have come 
to our assistance in the enforced absence of our secre- 
tary.”’ 

In the secretary’s report presented by Mr. Hutchin- 
son, it was stated that the journal has, for the first 
time, been put on a twelve-issue basis with very grati- 
fying results. The semi-annual meeting at Kansas City, 
said the report, is the farthest west the national body 
has ever gone for a meeting. This meeting was sur- 
prisingly successful and did much to improve the chap- 
ters in the western part of the country. The society 
now has fifteen chapters with others in prospect. The 
Guide is an apparent success, both from the point of 
view of value and service and also from the financial 
standpoint. The society has been growing in a very 
healthy manner and, including those who are now pro- 
posed for membership, it will have a total roster of over 
two thousand. 


DRISCOLL’S PLEA FOR THE LABORATORY 

O voice at conventions of the American Society of 
N Heating and Ventilating Engineers is heard with 
greater interest and no presentation carries greater weight 
than that of W. H. Driscoll, vice-president of the Thomp- 
son-Starrett Company, Long Island City, N. Y., and 
chairman of the Research Committee. His forceful, 
timely and logical pleas for the Research Laboratory 
stand out as a classic in the records of the society. 
When the life of the Laboratory seemed in danger, the 
inexorable logic of Mr. Driscoll’s address and its cour- 
teous, kindly and fair-minded presentation won every 
member to him and to the cause of the Laboratory. 

“It is very encouraging to those of us who have given 
our time to this problem,” he said in his address, ‘‘to 
find that every mention of the Laboratory brings out 
generous applause. While at breakfast this morning I 
received a check from the Kansas City chapter of over 
$400, and I have just received another check for one 
thousand dollars.’’ (Applause). 

“Also I want to pay tribute to the men of Kansas 
City. They are removed from the activities of the soci- 
ety; it is a long way to Kansas City, but this check 
tells more eloquently than I can how they feel about 
the Laboratory. If we abandon the Laboratory we have 
in this society, a more or less spineless creature, but 
we are going to have a Laboratory and I cannot help 
but marvel at the advances that have been made in 
this and other activities of the society. 

“We are gathered where so many men and women 
of an earlier date offered up their lives and worked for 

(Continued on Page 62) 
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IMPROVED! 


The Simplex Flush Valve is 
now made with a ‘Time 
Plug’’ which permits adjust- 
ment from the exterior. 


While“each valve is adjusted 
at the factory, local condi- 
tions make it necessary 
sometimes to change the 
length of flush, and the new 
‘*Time Plug’’ makes it possi- 
ble to effect this adjustment 
quickly and easily. 





Another advantage of this 
valve is that the by-pass can 
be cleaned out, when neces- 
sary, without taking the valve 
apart. 


Forall around satisfaction use 


Simplex Flush Valves 








THE BEATON & CADWELL MFG. CO. 


New Britain, Conn. 


Please send at once Catalogue and other information 
on the Simplex Flush Valve, together with price list 
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common horse sense. 
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(Continued from Page 59) 
an ideal. They were men of vision and courage and 
determination. They set aside their personal interests 
for an ideal. Are we less courageous, do we have less 
imagination, have we less determination that they? Our 
duty is clearly before us and it will be through scien- 
tific research that this society will maintain its place 


Ready for action — always in the world. Is there any man in the society who 


will dare to arise and say there is no place for the 





Vitally important units in a fire pro Laboratory? When the Laboratory was established we 
tection system are the valves used for had less than nine hundred members. Today we have 
the fire lines over two thousand. Then we had eight chapters. Now 
With Jenkins Valves in the lines, posi we have fifteen. 


tive action is assured in the emergency. “a . ° 
. =* . “4 4 y € > > a2 4 T 
They respond instantly. Fitted with a How much will it take to run the Laboratory Ou 


Jenkins Renewable Disc, they do not agreement with the Bureau of Mines says that we must 
stick or corrode at the seat. When spend fifteen thousand dollars per annum. But they 
r+ a ng pressure they hold furnish us with space and equipment which we could 

j not buy for three times that amount. We have, however, 
spent as much as thirty-three thousand dollars per 
annum. Last year we spent twenty-three thousand dol- 
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genuine Jenkins Valves. ; 
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Montreal, Canada London, England the by-laws. Unofficial ballots were sent to every mem- 


ber so that each one might vote for or against the 
Laboratory. The majority was for the Laboratory. We 
are going back to an adjourned meeting in New York 
to vote on this amendment which will provide for an 
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increase in the dues.’ 
This meeting was held as mentioned in the first part 

| of this report, at which time every one present voted 
for the amendment. 




























Removable 
porcelain index : 
| “T AM INTERESTED IN MEN” 


Shoulder Stop Bell meta! balls 


limiting lift of preventing friction EAN F. Paul Anderson, of the 1924 council, and 
Stem by lift or side turn : é 
. of handle director of the Research Laboratory, U. S. Bureau of 
Smooth surfaces . Z 
No sharp corners Cloth inserted | Mines spoke. Out of his eyes shines such a love of hu- 


rubber packing 


Combined packing 
washer 


aes pore Lame manity as leaves no alternative except to love him. For- 
giand and spring 


guide — tunate indeed is the society which has two such men as 
pesleting special e | Driscoll and Anderson. Driscoll with his logic, Anderson 

yronze spring carryin ‘ c a > , e 
a 200 Ibs. working with his idealism. In an army Driscoll might be lik- 
guarantee nea » clas , ‘ ine ¢ j 2° 
ememhiie need a ened to the clear, cool planning and utilization of force; 
Paultiess’’ seat Anderson to the trumpet call to arms, the patriotic fer- 


Gisc washer 
vor of those who are not afraid to die for an ideal. 


“IT am interested in men,” said Dean Anderson, and 
R easons For that is the basis of his philosophy. Being interested in 
men he is interested in what contributes to their happi- 


Buying the Ryco ness, health and advancement. He is interested in heat- 


ing and ventilation because these sciences contribute so 


Nine special features - count ’em largely to the general welfare. 

are enumerated on the above “If we stop to analyze,”’ said he, “we must conclude 

illustration of a Ryco ball-bearing that man is the most important thing on this planet. 

self-closing basin cock. His relation to the aclences and to business is the all- 
important consideration. The Laboratory of the Ameri- 

Everyone isa good reason for you can Society of Heating and Ventilating Engineers repre- 

to favor this high-grade unit for sents a basic element in our lives, so I am not disturbed 


. . about the future of the Laboratory. It is your expres- 
every quality job. ‘ ; icity 

y que J sion of an interest in things progressive. You have 

You can’t make a mistake on a already left your mark on progress, and what you have 

Ryan fixture done in gathering scientific facts will continue for all 

‘ time to have its influence on humanity. Life is merely 

a matter of research. Every progress follows the work 


1883 “8 J. RYAN & CoO. 1925 | of some intelligent seeker after truth. We are trying 


Meuses & Séltccen Stroste Chicago to find out what God intended.”’ 


“Here is an interesting thing about research. Very 
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The Biggest Value 


In a One Ton Truck 


Ford One Ton Truck 
With All Steel Body 
and Cab - - $485 


With canopy roof, side 
curtains, screens and 
enddoors - - $540 
One Ton Chassis $365 


All prices f. 0. b. Detroit 


Results obtained from actual service in lines of business 
where rapid transportation is required, have made the 
Ford One Ton Truck the Standard rapid delivery unit. 


Its work is dependable under all conditions of traffic; 
it represents only a very small item of expense, both in 
operation and investment. It is easily the best value in 
truck transportation ever offered. 


—- 


Authorized Ford Dealers can supply data on cost of operation 
covering every line of business involving motor transportation, 


Detroit 


Mention Domestic ENGINEERING when writing advertiser 
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Ask one hundred women to de Some other sinks, we suppose, 
ae = yd looking. 

ty-nine of them, chances are, But they haven t the snow-white, 

will have in mind a sink like the tleaming Kohler enamel, so hardy 


KOHLER And ninrycight, we 


+ Seater dase If you sell Kohler Ware, have you 


All K or . ld like : his a 
apasiag “ol kr PE RES ERA RE os RE RE NERD n‘“‘ideal sink” proudly displayed 

t t t toh s * l ! - ae 
buyer = | agen lealer s ll ther i Kohler Fey : I women to see and long for 


r F-1004 More sales for you, if you have! 


KOHLERorFKOHLER 


Enameled Plumbing Ware 
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often research has no immediate value We are living 


today in the midst of benefit made possible by Faraday, 


Morse, Bell, Edison, Marconi and dozens of others The 


man who seeks to find out new things for immediate 


application seldom gets anywhere It is not that sort 
of idealism which pervades this society 
“Technical research is merely a means to an end 


that we may enjoy life, the blue of the sky, the beauty 
of the flowers and all the enjoyments of life.” 


SOME RESULTS OF THE LABORATORY 


HE DEAN then referred to various papers which 

‘hua been presented, commending them highly 

The data presented in the paper on ‘Basal metabo 
lism before and after exposure to high temperatures and 
various humidities’ are alone worth to the society all 
the money that has been spent on the Laboratory 

“What does ‘basal metabolism’ mean?” said one engi 
neer to another. But in spite of these formidable look 
ing words it is really very simple. In the human body 
there is a constant process of waste and repair, of break 
ing down and building up This process is termed 
“metabolism.”’ One dictionary defines it as “the sum of 
the processes concerned in building up of protoplasm 
and its destruction.” 

“Basal’’ refers to base or bottom In making an in 
vestigation one must have a base or place to start from 
sasal metabolism before and after 


This paper was or 
exposure to high temperature and various humidities.” 
So expressed in unscientific terms, the purpose was to 
find out what happened in the human body in hot air, 
warm air, and air of various temperatures, also what 
happened when a person is exposed to air of various 
degrees of dampness, as it might be termed. 

In modern industries a great variety of conditions are 
encountered, but whether some of these conditions were 
harmful or not, little has been known. 

After human beings had lived for some centuries in 
tight boxes called houses, and had come to the time when 
most houses could be heated with some degree of. effi 
ciency, they observed that heating the air of those house 
too warm was almost as bad as having them too cold, 
and in those days, when a man was asked concerning his 
health the inevitable reply was “Oh, tolerable.’’ After 
while it dawned on people that the amount of humidity 
in the air in houses also had something to do with that 
“oh, tolerable’’ feeling. 

The American Society of Heating and Ventilating Engi 
neers and others recognize these facts in a general way, 
but it remained for Dr. W. J. McConnell, past assistant 
surgeon of the U. S. Public Health Service and surgeon 
of the U. S. Bureau of Mines, assisted by C. P. Yagloglou, 
Research Engineer of the American Society of Heating 
and Ventilating Engineers Laboratory, and W. B. Fulton 
laboratory assistant of the Bureau of Mines, to find out 
‘omething definite about this subject. 

This interesting paper as well as many other technical 
articles which were presented at the convention, will be 
reviewed in the following issues of “Domestic Engineer 
ing.”’ There will also be published a further account of 


the social activities of the Society while in Boston. 


Out Where the Tall Corn Grows 


(Continued from Page 53) 
“XHE directors elected to take the places of those retir 
ing were: E. Bailey, Des Moines: L. Dlugosch, Storm 
Lake, and Larry Mullen, Dubuque. 


After the usual votes of thanks to all who contributed 
to the success of the convention, President Holt declared 
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Bulietin giving 
specifications 
fn detail and 
stock sizes 
mailed free on 
request. 


Henry Weis Manufacturing Co. 
Main Office and Factory—Atchison, Kans. 


CHICAGO, 105 W. Monroe St NEW YORK, 110 W. 34th St 
BOSTON, 8 Beacon St LOS ANGELES, 616 S. Utah St 


HS 
BRE HYGIENIC CLOSET SEATS 
HAVE 
a @| my Y Pr" 
STRENGTH 
IWO SOLID PIECES OF WOOD 
NO GLUE JOINTS 
LONG DOUBLE WOOD SCREW STEEI 
DOWEL 
BRE PATENTED HINGE 
BRECO 
CLOSET SEATS AND FLUSH TANKS 
BRE HYGIENIC 
CLOSET SEATS 
QUALITY AND SERVICE AT A 
REASONABLE PRICE 
BRE MFG. COMPANY 
HYDE PARK DISTRICT 
BOSTON, MASSACHUSETTS 
OUR CATALOGUE IN DOMESTIC ENGINEERING 
CATALOGUE DIRECTORY 
RONEN ee NNR a 





Strong 
Sanitary 
Durable 
Easily Erected 


Economical 


WEISTEE] 


COMPARTMENTS 


are constructed entirely of steel, yet are 
practically rust proof. They are easily 
erected, sanitary, fire-proof, economical 
to install and maintain, unbreakable, dif- 
ficult to deface, and cannot warp or 
crack. 


Can you think of any necessary qualifica 
tion they do not possess which would 
prevent them from taking first place for 
toilet and shower partition work? 
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A SINGLE PIPE 
VAPOR SYSTEM 


At Low Cost! 


Any Steam Heating System can be 


changed to aVapor System, easily, 
quickly, and at a small expense. 


GORTON & LIDGERWOOD CO. 
96 Liberty Street, New York 


Cc. W. BEDELL 
273 Congress Street 
Boston, 
H. M. G 
513 N. Zlet Street 
Birmingham, Ale. 





Our Vapor Booklet tells the story— 


Send for a copy. 


DUANE L. BLISS, Jr. 
Rialte og F 1505 N 


jase. Sen Francisco, Cal. Dalles, Tezes 
ASSMAN CHAS. A. MANN WM. G. MOORMAN 
156 N. Clark Street 325 Ellicott Square 

Chicago, Ili. Buffele, ° 


J. £. PERKINS CO. 
113 E. Franklin St., 
Baltimore, Md. 


JOHN H. DODD 
+ Haskell Avenue 

















Uily 
) Catalog 
In 





TRENTON 
Boiler Couplings 


The manufacture of range 
boiler couplings is a_ spe- 
cialty with us—our line 


comprising a size and style 
for the requirements of 
any installation 


The “‘Tren-red,”” a heavier, 
red brass coupling, is also 
made by us for those who 
demand the best obtainable 


Then Trenton Line of 
Plumbers’ Brass Goods that 
make g wherever they 


are installed is carried by 


all jobbers. 


The Trenton 





New Jersey 


| year were: 








Brass 
& Machine Company 


Trenton 
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the meeting adjourned, and the Board of Directors went 
into executive session. The officers elected for the coming 
Don Holt, president (re-elected); E. Bailey, 
secretary; Ed Wernentin, Davenport, treas- 
C. Pray, Ft. Dodge, vice-president. 
The was congratulated on 
hands for its splendid efforts. The smoker for the 
on the first evening of the convention was a genial, infor- 
mal, get-together party, and the banquet and dance in 
the Hotel Julien on the second night was an unusual affair 
and very much more successful than the usual convention 


Des Moines, 
urer (re-elected); L. 

all 
men 


Dubuque Association 


dance. 
Everywhere, in the lobby, on the convention floor, across 


luncheon and dinner tables, was heard the agreement 
that the thirty-seventh annual convention of the Iowa 
Master Plumbers’ Association was the most successful 


which that organization has held in its history to date. 


Obituary 


J. B. Castino 


J. B. Castino, Chicago representative of the Milwau- 
kee Valve Co., Milwaukee, Wis., died Sunday morning, 
January 25, at his home in Chicago. Mr. Castino had 


been connected with this concern for the last four years 
and his associates feel his loss very keenly. 

J. R. Jones 
Plainfield, I!l., master plumber and head 
Jones Hardware Company, died at his home 
Mr. Jones was born in Chester, England, 
He 


J. R. Jones, 
of the J. R. 
there recently. 
January 4, 1859, coming to America in his boyhood. 
is survived by his widow and three children. 

Walter F. Ballinger 

Walter F. Ballinger, first vice-president of the Phila- 
delphia Building and a prominent contractor 
and builder, died recently in that city. The Philadel- 
phia Building Congress subsequently passed a resolution 
expressing sorrow at his death in which it was pointed 
out that the whole building industry had suffered a loss. 

Elmer E. Parker 

Elmer E. 

twenty-five 


Congress, 


Parker, for 
years” traveling 
representative for the Van 
Arnam Manufacturing Com- 
pany, Fort Wayne, Ind., 
was killed by a train in Tulsa, 
Okla., Saturday morning, 
January 24. Mr. Parker was 
way to call upon a 
customer when he came 
the railroad crossing on Main 


of 


on 


on his 


to 


street. A Missouri, Kansas & 
Texas Railroad Company 
train was being brought into 
the depot by a switch engine 
which was fastened to the 
Elmer E. Parker cars reverse fashion. Mr 
Parker, deep in thought, 


and seeing the back of the engine, evidently concluded 


him instead of toward 


that it was moving away from 
him and stepped into the path of the train. Mr. Parker 
was in his sixty-fourth year at the time of his death. 


He is survived by his widow and three grown children. 
The body was brought to Fort Wayne, Ind., where serv- 
were held at the Scottish Rite Masonic Cathedral, 
after which burial took place in Utica, N. Y., his former 


ices 


home. 
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Back of GMC 


4 Some trucks do better work than others, just as some of 
your workmen make more money for you by reason of 
| their superior skill. 


GMC Trucks do better work, longer. This is because of 
the skill and resources back of their advanced design. 


Resources such as these: truck building experience that 
has been accumulating since the beginning of the truck 
industry ;—constant experiment to develop overstrength 

materials and parts in General Motors Research Labora- enerdl M tors 
tories;—and above all, the determination of General 0 

Motors to let no one build a better truck. 


These and the assurance that your trucks always will 
have a responsible manufacturer behind them, are vital 
reasons why the GMC monogram should be on the 
radiator of all your trucks. These things behind your 
trucks—more money-saving years ahead of them. 


Ask for the new GMC booklet on Motor Truck Operation 
and Care. Mail the coupon. 


GENERAL MOTORS TRUCK COMPANY 


Division of General Motors Corporation 


PONTIAC, MICHIGAN CLIP AND MAIL 




















General Motors Truck Co. 
Dept. 62, Pontiac, Mich. 
Send me the GMC booklet. 


Name 
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Address 
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CLEAN, ‘SMOOTH -SjUR F A'CHES 
MINIMIZED FRICTION LOSSES 
INCREASED WORKING CAPACITY 
BETTER GALVANIZED COATINGS 


These are some of the advantages of pipe made by the weld- 
ing-scale free process an exclusive “NATIONAL” feature. 
Bulletin No. 7 tells the whole story——and will be sent upon re- 
quest. The section of pipe at the right (note the patches of 
scale) was made by the ordinary process; the section at the left 
note the clean, smooth surfaces) was made by the welding- 


scale free process, which is applied to all “NATIONAL” Butt- 


weld Pipe, sizes !» to 3-inch, inclusive. 


NATIONAL TUBE COMPANY, PITTSBURGH, PA. 


DISTRICT SALES OFFICES IN THE LARGER CITIES 


NATIONAL 


Welding-SCALE FREE Pipe 
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COMPANTES RECENTLY INCORPORATED 


Chicago, has been in- 


$250,000 


the 
D. MeGuire. 


& Boiler C 
capital 


Radiator 
with 


Federal 
corporated 


a of to manufacture 


and being 
W. Fix and J 


Plumbing Supply Company, Inc., 


boilers, radiators castings, incorporators 
C.F 

The Middletown Mid 
dletown, N. Y., was recently incorporated with a capital 
of $100,000, to deal in plumbers’ supplies. 

The Fee & Mason 
City, has been incorporated 
to deal in plumbers’ supplies. 

The Stanley 
Del., has been incorporated with a capital of 


Kellogg, F. 


Inc., New York 
of $150,000, 


Manufacturing Co., 
with a capital 
Plumbing & Supply Company, Wilmington, 
$25,000. 


The Monash-Younker Co., 553 West Monroe. street, 
Chicago, was recently incorporated with a capital of 
$50,000, to manufacture heating specialties The incor 


porators are Charles P. and Louis P. Monash 


H. A. Thrush & Co., Peru, Ind., has been incorporated 
with a capital of $10,000 to manufacture heating and’ 
plumbing specialties 

SUPPLY HOUSE INCORPORATES 

The Daly Plumbing Supply Co., Boston, Mass., has 
been incorporated to deal in heating and plumbing sup 
plies. The incorporators are John C. Pirie, of Brook 
line, Mass., Emma Loud, Everett, Mass., and Vera G., 
Stanton, Wakefield, Mass 


NEW SUPPLY HOUSE IN PHILADELPHIA 

The Clearfield 
formed in Philadelphia, Pa., 
ing supplies, with offices at Fifteenth street and Clearfield 


Plumbing Supply Company was recently 


to deal in plumbing and heat 


avenue, in that city. John J. L. McClintock is president 
of the new concern, and Matthew Hollingsworth is secre 
tary and treasurer. Both Mr. McClintock and Mr. Hol 
lingsworth were formerly associated with the J D 


Johnson Company for more than twenty years 


ADDITION TO PHILADELPHIA SUPPLY FIRM 


PERSONNEL 
Jos. T. Ryan has become a member of the Chas. F. 
Cleary Co., plumbing supply concern at 2135-37 North 


Mr. Ryan will act as super- 


was for 25 


Howard street, Philadelphia. 
intendent. It like capacity that 
vears with Fleck Co., 


was in a he 


Bros. of the same city. 


DECLARES STOCK DIVIDEND ON COMMON 
the Standard Sani- 
Pa., will 


common 


14 
Manufacturing 


the stockholders in 
Pittsburgh, 

the 
regular 


On February 


tary Company, of 
cent 
the 
The 


also 


stock dividend of 25 on 
the 
dividend of 
of 1% 


These 


receive a 
of 
terly cash 
dividend 
preferred stock. 
of 


per 
addition to 


50 


shares company in quar- 
usual 
paid on 


stock 


$2 a share quar- 


terly per cent will be 


dividends are payable on 


record February 6. 
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FUSSEY BY DEATH 


CALLED 


ALFRED M. 


Alfred M. Fussey, president of the Standard Peninsular 


Brass Works. Detroit, Mich., died recently at his home 
in that city, according to announcement just issued by 
this concern 
PIPE COMPANY EXPANDING 

The A. M. Byers Company, Pittsburgh, last week put 
on the market issues of bonds and preferred stock total 
ing $9,500,000 The issues consisted of $5,000,000 in 
first mortgage 6° bonds, and $4,500,000 in participating 
preferred stock, together with 150,000 shares of common 
stock of no par value Coincident with the issue, which 
was sold within a few hours, announcement was made of 
the absorption of the Orient Coal & Coke Company, an 
approximately $2,000,000 concern This company is in 
a position to furnish the Byers Company with 36,000 
tons of coal and 24,000 tons of coke monthly and will 
solve the fuel problem for the latter company 

JAMES MORRISON CALLED BY DEATH 

James Morrison, president of the James Morrison Bras 
Mfg. Co., Toronto, Ontario, Canada, died recently of heart 
failure at his home in that city Mr. Morrison was born 
December 25, 1841, in Montreal and entered the brass 
manufacturing business at the age of 19 He leaves a 
business now of such proportions and status as to have 
had his products given the Canadian National Exhibition 
gold medal He is survived by seven sons, all associated 
with their father in the business The funeral was at 
tended by the city council, the directors of the Canadian 
National Exhibition, and many men in the’ plumbing 


industry 


BRASS GOODS COMPANY ESTABLISHES PACIFIC 
OFFICES 

The American Pin Company Division Scovill Mfg 
Co., of Waterbury, Conn., recently sent out announce 
ments to the trade on the Pacific Ceast that representa 
tives in San Francisco, Calif., Portland, Ore., and Seattle, 
Wash., are now prepared to serve them K. M. Reid, 
formerly of the firm of Engle-Reid Co., will act as dis 
trict sales manager in the office at 149 California street, 
San Francisco G. H. Killits, formerly with Horne & 
Co., is in charge of the Portland office R. B. Yettick, 
who was associated with the Marshall-Wells Hardware 


Co., is manager of the Seattle office 


A SCHOOL FOR SUPPLY HOUSE EMPLOYES 


Cc. C. Utter, of the S. S. Spencer Company, St. Paul, 
Minn., recently elected president of the “Spencer Service 
Club,” has established a school teaching members of the 
club the uses and features of plumbing and heating mate 
rials. These members comprise the employes of the 
S. S. Spencer Co. at both the St. Paul and Minneapolis 
houses The school is in session every Friday afternoon 
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DORCHESTER PLUMBING SUPPLY CO. IN NEW 
QUARTERS 
On Saturday, January 24, the new home of the Dor- 


chester Plumbing Supply Co. was opened at 1325-1351 
Columbus Mass. In this location the 
company has 40,000 sq. ft. of floor space and a private 
facilitate the handling 


avenue, Boston, 


railroad siding in the rear to 


. 
B 
DORCHESTER pice 





business home of the Dorchester Plumbing Supply 
Co., at Boston, Mass. 


The new 


platform in the 
means of 
1,500 sq. 


materials A loading 
spacious the 


for outgoing deliveries. 


of incoming 
affords 
Approximately 
Several hundred friends 


yard on side adequate 
caring 
ft. is given over to show rooms. 
were present at the opening, at which A. Feinstein, presi- 
dent of the company, acted as chairman of the reception 
committee and as master of ceremonies. 


ANNUAL SALES CONFERENCE OF STANDARD 
HEATER CO. 
The annual meeting of the sales representatives of 


Williamsport, Pa., 
January 21, 22 and 23, twenty- 
being in 
the company’s plant, 


the Standard Heater Company, of 
was held in that city on 
and salesmen attendance. 
held at 


development in a 


five branch 
The first day’s session 
reviewing the improvements and 


managers 
was 
new 


line of heaters. On the two subsequent days general 
matters pertaining to sales and sales promotion were 
subjects of discussion; and a very encouraging outlook 


The meeting was addressed 
by C. W. Farrar, vice- 
Works of Buffalo, 
and on the 
of the 
Association, 


developed for the year 1925. 
on the evening of January 22 
president of the 


subject of 


Excelso Specialty 


on the “Trade Co-operation”; 
following evening by F. W. Herendeen, 
National Boiler & Radiator Manufacturers’ 
on the “Development the Low 


Heating Industry.” 


secretary 


and Growth of Pressure 
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PORTLAND, ORE., PLUMBING AND HEATING 
SALESMEN ORGANIZE 


The plumbing and heating salesmen of Portland, Ore., 
recently organized a club, to be known as the Plusteam, 
which is affiliated with the National Plumbing and Heat- 
ing Salesmen’s Club of America. The charter roll con- 
tains the names of sixty-seven members. The general 
purpose is to promote good will among the members, 
advance ideals, and boost the industry while 
having an enjoyable social time. Otto A. Cook, of Crane 
Co.’s branch, was elected president; Gilbert Neshiem, of 
the Walworth Mfg. Co.’s branch, was made vice-president, 
and William Warner, of Jacobsen-Munro Company, is the 
secretary-treasurer. The two directors are Walter Yerian, 
of the Peerless Pacific Company, and Roy Bradley, of the 
M. L. 


business 


Kline Company. 


TOURNAMENT OF CALIFORNIA 
DEVELOPMENT LEAGUE 


GOLF SANITATION 


There have been stories of worms which bit fishes, and 
rabbits which have chewed up dogs, but this is probably 
the first story of a man who won a cup for low score in a 
golf tournament on his third start. Wm. Goss turned the 
trick at the January tourney of the California Sanitation 
Development League, which was held at Berresford Coun- 
try Club, near San Francisco, Calif., on January 15. A 
gross score of 125 and a handicap of 37 gave Mr. Goss a 
net score of 88 and a leg on the “Domestic Engineering”’ 
cup. N. S. Stern won a leg on the cup donated for lew 
gross with his score of 101. A handicap of 10 gave him a 
net score of 91. 

Only twelve players availed themselves of the oppor- 
tunity to play over the famous Berresford links at the invi- 
tation of N. W. Stern, of the Pacific Sanitary Mfg. Co., but 
every other player was genuinely sorry when the tales of 
a wonderful lunch and a perfect day for golf were 
circulated the next day. 

A. Lamond, of the Wolverine Brass Works, won the 
play-off of the tie for the ‘Domestic Engineering’ cup 
from the last tournament. Mr. Lamond has invited the 
League Golf Association and guests to play at Crystal 
Springs Country Club in the next tournament, which was 
scheduled to be held on Thursday, February 5. 


The players and scores were as follows: 


Gross Net Gross Net 
B. F. Plair.. . 125 106 L. Logsdon ..... 145 128 
W. P. Goss...... 125 88 W. Monihan .... 114 100 
M. Henderson . 126 100 G. Y. Morton.... 130 98 
FE. Heymans .... 138 106 N. W. Stern..... 101 91 
A. S. Lamond.... 119 101 Be. A. White..... 127 111 
hee Sa a 123 107 V. EF. Howard... 103 96 








At the recent golf tournament of the California Sanitation Development League at the Berresford Club, San Francisco, Calif., 


left to right: V. E. 


Howard, of Chase Co. of California; W. Monihan, master plumber; J. L. Logsdon, Mueller Co.’s branch; 


W. P. Goss, master plumber, winner of “Domestic Engineering” cup; E. Heymans, manufacturers’ agent; M. Henderson, Mueller 
Co.'s branch; G. Y. Morton, master plumber; B. F. Blair, Pacific Sanitary Mfg. Co., San Francisco, and A. 8S, Lamond, Wol- 
verine Brass Works, winner of the “Domestic Engineering” cup in playoff of December tourney 
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‘“THE COST OF REPAIRS 
HAS BEEN PRACTICALLY 
NOTHING.”’ 


City National Bank Building 


Battle Creek, Mich. See Mr. Hine’s letter above. 


Equipped throughout with 


Royal Flush Valves 


HE owner who keeps a record of repair costs 

is frequently reminded of the low mainte- 
nance cost of the Royal Flush Valves installed 
in his building. 


Do you suppose that he keeps the good news 
secret? No indeed. He broadcasts it at every 
opportunity. In fact he is so well pleased with 
them that his friends are always anxious to 
know who installed them. 


SLOAN VALVE COMPANY 

















BRANCH OFFICES 
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In this age of progress in industry 
there is no other rubber goods used 
by the plumber that has reached 
the perfection of Diamond Can- 
field Rubber Specialties. 


In our factory this perfection has 
been brought about thru many 
years of experience and study. 


The Diamond Line includes 
everything in cut and moulded 
rubber goods required in the 
plumbing field. Our stocks of 
standard products are ample at all 
times to enable us to make prompt 
and complete shipments. 


We sell only to jobbers 
and manufacturers 


The H. O. Canfield Co. 


Bridgeport, Conn. 
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IN NEW AND LARGER QUARTERS 


The Garrison-Heiland Corporation has moved from its 
old location at 107 West 13th street, New York City, to 
new offices and warehouse at 124 White street in that 
city. The new quarters will give this concern larger and 
more conveniently arranged space for the handling of 
plumbing and heating specialties 


HOME SHOW IN INDIANAPOLIS IN| APRIL 


Plans are now well under way for the approaching 
Home and Building Exposition in Indianapolis, which will 
be held there the week beginning April 6. This promises 
to be one of the largest of its kind ever held in the entire 
country, the displays to cover 63,000 sq. ft. of floor 
space. The Home Complete Committee is selecting only 
the best and most modern exhibits More than one hun 
dred manufacturers have already reserved space for their 
booths. 


Personal Mention 


EK. V. Brigham, vice-president and manager of the 
Kalamazoo Sanitary Manufacturing Company, Kalamazoo, | 
Mich., sailed last week from New York on a tour of the | 
Mediterranean countries. 

George Moore, of the Detroit Range Boiler and Steel 
Barrel Co., Detroit, Mich., has returned from a _ several 
weeks’ stay at Pasadena, Calif. 

G. C, Crawford, vice-president of the Standard Sani- 
tary Mfg. Co., Toronto, Canada, has returned from a | 
visit to Louisville, Ky. On the return trip Mr. Crawford 
visited the Pittsburgh office of the company He was 
accompanied on the trip by Mrs. Crawford. 

Lewis F. Ostrander, vice-president and manager of the 
O-E Specialty Manufacturing Company, Milwaukee, Wis., 
is on a business trip throughout the Eastern states, and 
will visit his company’s branches and distributors in 
Boston, New York, Philadelphia, Buffalo and = other 
cities. 

E. A. Morris, president of the Detroit Lead Pipe Works, 
of Detroit, Mich., left for Florida January 31 He was 
accompanied by Mrs. Morris. They will spend three 
or four weeks in Florida and will then visit Cuba, 
Nassau and Bermuda, returning via New York and Wash 
ington. Mr. Morris reports that business in the new 
year started out fairly well and that he looks for a 
steady demand for plumbing and heating supplies during 
the coming vear. 








The New England sales organization of the Pittsburg Water 
Heater Co., of Pittsburgh, Pa., at a recent sales convention 
in Boston, Mass. 
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THE KOMPAKTO 
A high grade bath fixture 


at a moderate price 








ASK FOR CAT. E. 





The Best Selling Bath 
Fixture on the Market 






For Sale By All First 
Class Supply Houses. 






Milwaukee Flush Valve Co. 


MILWAUKEE, WIS. 
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Write For This Book 
STYLE A FOR 
EXPOSED 
PIPING 
MADE IN 
4 STYLES 
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The Powers Shower Mixer 

Without the Pressure Equalizing Valve shown below, a 
Powers mixer would simply be another shower mixer. 

This an is a floating piston which controls and equal- 
izes the pressures of hot and cold water before they enter 
the mixing ch amber 

No matter how violently water pressures vary, It pro- 
vides the positive safeguard against scalding and unex- 


pected temperature changes 





HOT WATER INLET COLD WATER INLET 


Cut-away vi-w of Pressure Equalizing Valve 
used only in the Powers Shower Mixer 
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A Plumber 
Makes 
Two Profits 


One profit is the money he makes on the job. 





The other profit is the satisfaction of his 
customer, who is sure to pass the word along, 
and that sends more jobs to the plumber— 
each one with two profits 1n 1t, too. 


_ They’ve wanted this mixer 
for years 


There are homes, clubs and hotels in your 
city where a shower mixer that will do what a 
Powers Shower Mixer does has been wanted 
for years. Show a user of shower baths this 
SAFETY Shower Mixer and show him how 
it works, and you'll make a sale and a good 
profit——two good profits. 


There never was a mixer like the Powers. 
Jt is not thermostatic, yet it has the safety 
feature found in thermostatic mixers, at a 
lower cost. It keeps the shower at whatever 
temperature the bather wants, regardless of 
changing pressures on the supply lines. There’s 
where most mixers fail. 


Why a Pressure Equalizing 
Valve ? 


Pressure changes on hot or cold supply lines 
due to use of nearby showers or flush valves, 
cause those unexpected SHOTS of cold or 
scalding hot water in shower baths. This 
constant danger and annoyance is entirely 
eliminated by the PRESSURE-EQUALIZ- 
ING VALVE used only in the Powers Mixer. 


Get This Book and Read It 


Our booklet shown in the column to the 
left tells all about this money-maker for the 
plumber. Shall we send you a copy? 


THE POWERS REGULATOR CoO. 


34 years of specialization in temperature control 


2716 Greenview Ave., Chicago 


New York Boston Toronto 








| 
| 
ae And 31 other i ffices. Consult your telephone directory € 


If we're not listed there, write to Chicago (3035) 
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M. J. Czarniecki, assistant general sales manager of 
A. M. Byers Company, Pittsburgh, Pa., was in Chicago 
this week and visited its Chicago office. 

L. R. Penhallegon has been 
appointed Pacific Coast man- 
ager for the Burnham Boiler 
Corporation of California, 
which was recently incorpo- 
rated with offices and ware- 
house at 1385 Harrison street, 
San Francisco. All shipments 
for western points will in the 
future be taken care of from 
that point. 


M. W. Wuesthoff, manufac- 
turers’ representative of San 
Francisco, Calif., has returned 
from a business trip to the 
southern part of the state. 





George M. Merriweather, 
formerly with the Birming- 
ham, Ala., branch of Crane Co., has become connected 


L. R. Penhallegon 


with the Lowry Company, Atlanta, Ga. 

G. E. Sackett, of the Hess-Sackett Co., of Los Angeles, 
Calif., is spending some time in San Francisco. 

George W. Hammill has 
been appointed acting dis- 
trict sales manager for the 
A. M. Byers Company, Pitts- 
burgh, Pa., succeeding M. J. 
Czarniecki, recently made as- 
sistant general sales manager. 
Mr. Hammill, who has been 
with the company for six 
years in New York City, will 
have charge of the New York 
City district for this concern. 
J. C. Chaffe, Philadelphia 
manager for the company, 
who was originally slated for 
the New York territory, has 
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decided to remain in Phila- Geo, W. Hammill 
delphia. 

R. T. Lawrence, of Lawrence Criddle Company, Balti- 
more, Md., recently sailed for Havana, Cuba, where he 
will establish an agency for the Conemaugh Iron Works, 
Latrobe, Pa. A. W. Criddle, of the same company, is 


on an extended trip through the South. 








Mrs. and Mr. A. Gordon Black on their recent visit in Chicago. 

Mr. Black represents the Woodward-Wanger Co., of Phila- 

delphia, in the Great Northwest with headquarters at Port- 
land, Ore. 
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When This Happens 
Good Will Goes 


Unjust and absurd though it is, it is nevertheless 
a fact that customers hold the dealer responsible 
for all trouble with the heating system. 


If a radiator leaks, and spoils a hardwood floor, 
the housewife blames the dealer. Each time she 
sees the spot, the grievance is freshened in her 
mind. Her friends all hear of it; priceless good 
will is lost. 


The push nipple connection, fortunately, pro- 
vides an iron to iron, absolutely leak-proof joint, 
which will save you from such trouble. ‘There 
are no gaskets to rot or tear. The contact of 
the nipple with the bored or reamed openings of 
the sections makes perfect and permanently tight 


joints. It is double tapered, and always centers 
between the sections. Assembly is easy and 
quick. 


An installation of Aero radiators not only makes 
money for you on the sale—the perfect service 
which it gives builds, through the years, priceless 
and ever-increasing good will. 


This illustration, 
taken from am 
actual photograph, 
hows the perfect 
fit this method of 
connection gives. 


The nipples are 
swedged to an ac- 
curacy of ool 
inch, and make a 
permar ently leak- 





BEAUTY AND WARMTH 


Nationa Rapiator Company 
JOHNSTOWN, PA. 
PLANTS: Johnstown, Pa., New Castle, Pa., Trenton, N, J. 


BRANCH OFFICES; New York, Philadelphia, Baltimore, 
Washington, Richmond, Pittsburgh, 
Cincinnati and Cleveland 
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Stephen P. Hackley, manager of plumbing sales for 
the Bridgeport Brass Company, Bridgeport, Conn., and 








Douglas CC. Stewart, also of that company, spent this 


To useen, ; 8 REASONS WHY THE week at the company’s Chicago office. 
AUTOMATIC Charles W. Watson, who was for many years in charge 


CELLAR New Penberthy Model ‘‘R’”’ of sales of the western division, for the Walworth Mfg 





DRAINER e 2 Co., of Boston, has been appointed a member of the 
Automatic Cellar Drainer Board of Directors of the Shinn-Holtz-Lyon Company, 
has greater sales possibilities than Inc., Ios Angeles, Calif. Mr. Watson will be in charge 

any other cellar drainer on of sales for this company. 


the market today. 

J. Warren Fortenbaugh, of the Kaustine Co., Inc., 
a ig ong ly meget Buffalo, will broadcast from Station WGR February 16th 
on the supply. at 8:45 His subject will be “‘Sanitation.”’ 
More Economical: Requires a : : ; 
smaller amount of water for opera Russell F. Kleinman, of Philadelphia, has been ap- 
tion . : > . , 
More Relieble: Positive in action pointed sales representative for the Scott Valve Manu- 
with no delicate parts to wear out or facturing Company, of Detroit, Mich. Mr. Kleinman will 
get out of order . . : 
More Durable: Bronze and brass represent this company in eastern Pennsylvania, southern 
used — nothing to rust or New Jersey Marvy land, Delaware and the District of 
corrode. 


space than any other drainer . ‘ > 
“ Thomas R. Boss, Pittsburgh representative of the 
More Powerful: Long lever in : ; 
creases operating range to 100 Ibs Woodward-Wanger Company, of Philadelphia, recently 


More Accessible: All working parts made a short trip through West Virginia and Ohio.  Lat- 
casy to get at should it be necessary 


Be 
2. 
: 
4, 
3 More Compact: Requires less sump Columbia 
6." 
ae 
8. 


More Saleable: Can be used where est reports indicate that he is snow-bound somewhere in 
other cellar dreiners would be uscless West Virginia and may have to stay there until Spring. 
Your jobber will supply you. Write for John B. Coxon has been 


details of construction and operation . : 
appointed plant superintend 


ent of the Kokomo Sanitary 
Established 1886 | Pottery Co., of Kokomo, Ind., 


Canadian Plant 1244 Holden Ave effective February 1. Mr 
Windsor, Ont. Detroit, Mich | Coxon is well known in the 


Penberthy Injector Company 


pottery field, having been for 
many years in charge of pro- 
duction at the Standard Sani- 
tary Mfg. Co.’s Kokomo plant. 

Eric Roberts, of Los An- 
geles, Calif., -acific Coast 

















representative for the Speak- 
man Co., of Wilmington, Del., 
has returned from a business 





trip to Seattle, Portland and 


San Francisco John B. Coxon 

| EK. L. Keithley, of Los An- 

geles, Calif., representative for B. O. T. Mfg. Co., of 
Trenton, N. J., has returned from a trip to Denver where 
he had a conference with B. O. Tilden, president of the 
company. Mr. Keithley returned by way of San Fran- 
cisco, Calif.. where he visited his father, E. A. Keithley, 
whom he also represents in southern California. 





Edward Looker, formerly with the San Francisco Master 
Plumbers’ Association and the Shipping Board, and at one 
Model No. 2 time associated with the General Motors Company, has 
Reser Hest been appointed to the secretaryship of the California Sani- 


ing Systems 






This layout shows the highly efficient 


T “closed t . . . 
ills ag tation and Development League in the place left vacant 


You should know by Wm. H. Barry, who recently resigned on account of 
° poor health. 
about this “‘closed’’ system 


Ed. L. Penfrase, of the J. A. McBride Mechanical 

/ j 2 iw + : . : . : —_" P 

its basis is the Red Top Relief Valve, Model No. 2, the only water relief valve Equipment Co.. of St. Louis, Mo.. recently visited Chi- 
approved by the Underwriters’ Laboratories, Inc. It is unnecessary to buy any 


one make of complete Hot Water Heating System cago and secured from Wells Bros. Construction Co., 
Efficient systems are being installed by contractors everywhere at a material 
saving by the use of the Red Top Relief Valve 

Buy your other accessories necessary to any system where you wish. These at Columbus, Ohio. The contract includes more than 


op « ‘ c ff fot Water Heat : . " ; 
installed with a Red Top completes an economical, efficient Ho! ater Heating two thousand plumbing fixtures. The J. A. McBride 


System 
NEPTUNE METER COMPANY company also has secured the contracts for plumbing 


the plumbing contract on the new 650-room Neil House 


50 East 42nd Street, New York City in the Roosevelt high school, Federal Reserve Bank 
BRANCHES IN ALL THE PRINCIPAL CITIES building and the Mayfair Hotel in St. Louis, and in the 


Oo Joplin National Bank building at Joplin, Mo. This com- 
eG. elie alwe pany recently purchased the building formerly occupied 
Op by the Wolff Mfg. Corporation at 2639-41 Locust street, 


St. Lonis, and has established an up-to-date shop there 
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ANACON DA 


from mine to consumer 





Anaconda Advertising for 1925 


During 1925, The American Brass Company 
mill materially increase the advertising of 
Anaconda Brass Pipe for water service. 


Fifteen magazines of national influence will 
carry the story of Anaconda rustless pipe to 
millions of home owners, every Architect in 
America, Physicians in charge of hospitals 
and public health, Building Contractors, 
Hotel Managers and Power Laundry owners. 


Here is the List: 


LITERARY DIGEST ARCHITECTURE 
GOOD HOUSEKEEPING PENCIL POINTS 
HOUSE AND GARDEN THE ARCHITECT 
HOUSE BEAUTIFUL MODERN HOSPITAI 
AMERICAN ARCHITECT BUILDING AGE 
ARCHITECTURAL FORUM HOTEL MANAGEMENT 
ARCHITECTURAL RECORD LAUNDRY AGI 


STARCHROOM LAUNDRY JOURNAI 


In addition, leading metropolitan newspapers ‘will carry 
the message of good health, clean water and the lasting 
economy of Anaconda Brass Pipe to millions of readers 
in special Spring and Fall campaigns. 


Let us send you details of our plan. 


THE AMERICAN BRASS COMPANY 
General Offices: Waterbury, Conn. 


Canadian Mill: Anaconda American Brass Limited, New Toronto, Ontario 


World’s foremost manufacturers of Copper, Brass, Bronze 
and Nickel Silver. 


ANACONDA BraAss PIPE 
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Better Than Just G 


ood Enough 


{ ck pictured above is a con 

rete cxamy le of the McRae & Roberts 
f making even the most ordinary 
t { ks better than just good 
Made { virgin metal and in weight 


loving the 


handle, the cock become 


strong for every con 


screw holding the 


s a loose key type 


ve depend able 


‘the MERAE & ROBERTS CO.., 


DETROI M 
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GRANITINE 
Laundry Trays 


are guaranteed 


Sanitary and Durable. 
Reinforced and Attractive. 
Inexpensive and 

Well Crated. 

Easy to Handle. 
Is the GRANITINE trade 
mark on the trays you buy? 


Factories in Chicago 
Cincinnati and Omaha 
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New Trade Literature 


Crocker Chair Co.'s Folder 

Crocker Chair Co., of Sheboygan, Wis., has issued a 
folder, ‘““‘New Beauty.’’ White enamel bath- 
room stools of kinds “Inter- 
locked” toilet seats are shown by illustrations. Crocker’s 
sanitary toilet described and illustrated, 
and specifications for the chair to fit siphon jet or wash- 
down bowls are included. 


Jathroom 


several and semi-saddle 


chair is also 


Dayton Pump & Manufacturing Company's Calendar 

The Dayton Pump & Manufacturing Company, of Day- 
ton, Ohio, is distributing a calendar, 18 by 27 inches in 
size, and containing two large colored The 
illustration farmer rushing out with a 
teakettle of hot water wherewith the frozen 


illustrations. 
upper shows the 


to thaw out 


pump. The lower picture depicts the satisfaction of 
the farmer and his wife when the laundry tubs are 
filled with plenty of running hot water from the fau- 
cets, after installation of a Dayton water system, A 
calendar pad is placed beneath the illustrations. 

















February 4, 1905 

Increases Capitalization.—-The Never-Split Seat Com- 
pany, of Evansville, Ind., has increased its capital stock 
to $50,000. 

Seek to Establish Uniform Requirements for Plumbing 
A meeting of representatives of the plumbers’ 
examining of the state will be held in Chicago 
on February 9, in an effort to a standard for 
uniform plumbing examinations throughout the state. 


Licenses, 
boards 
establish 


Under Consideration.—The City 
is considering a revision of 
of health has 


New Plumbing Code 
Council of Jersey City, N. J., 
the plumbing code. At present 
the advisement. 


the board 
new code under 

Annual Meeting of South Philadelphia Association.— 
The annual meeting of the South Philadelphia Association 
was held January 20. A buffet lunch helped to make the 
pass Reports of the officers 
showed the association to be in good condition. 

Merkel Erecting New Building. — Merkel 
Brothers, are erecting a new build- 
the corner of and Canal streets in that 
The building will have seven stories and will cost 
about $150,000. On the first floor will be offices, ship- 
ping and receiving rooms, while on the second floor will 
be found a large show room for sanitary ware. 


evening very pleasantly. 
Brothers 
of Cincinnati, Ohio, 
ing at Jackson 
city. 


John A. Murray Purchases Building.—John A. Murray, 
of New York City, has bought the building at 527 West 
Thirty-seventh which he will use for storage 
purposes. 


street, 


Denver Master Plumbers Elect Officers.—The Master 
Plumbers’ Association of Denver, Colo., at its last regular 
meeting elected officers for the ensuing year. J. J. John- 
son was chosen as president and J. J. Wafer as vice- 
president. 

















CHICAGO 


Now that have built up jobbers’ 


stocks to a level sufficient to meet their immediate future 


factory shipments 


needs, further new buying waits for an expansion of 
consumption. Such expansion has not come this week, 
and it is not expected to come with any force until 
weather conditions are more favorable for building. 
And so, the usual January-February lull holds sway. 
That it is due to seasonal causes and that it is not alone 


plumbing and heating that pauses.at this time are shown 
by other evidences of relaxed building operations. Brick 
and cement stocks are accumulating. Orders for lumber 
are falling off. 

There is 
any over-buying by 
and heating 
that 


warehouses 


that there 


Known 


no reason to believe, however, 


has been the jobber. needs 


plumbers contractors have not 


all. Stocks 


jobbers’ 


of master 
shrunk at 
fast from 
when work already let gets under way. 


not at 

find 
In fact, in spite 
the Novem- 


have shown no disposi- 


are present 


will ready outlets 


of the optimism that has been current since 
ber election, buyers in field 
tion at any time in that period to be swept off their feet. 

Where they 
subsequent price movements: have proved that they were 
placed on the right the market. Where they 


have confined their purchases to replacement needs, con- 


our 
have placed stock orders of some volume, 
side of 


tinued firm prices and satisfactory deliveries have proved 
that did overlook a _ bet. The selling 
has not yet come. With the volume of business in sight, 
however, and last year’s volume-without-profit period in 
mind, the opportunity to 
return a profit on sales when it does. 

Soil Pipe 


they not test 


commitments made afford an 


Foundries continue shipping at top speed, and a sur- 
vey shows that most of the leading interests still have 
approximately 60 days’ production booked. Jobbers have 
taken into their warehouses a very substantial tonnage 
since the first of the year, and their stocks are accumu- 
lating in the face of a slow demand from the master 
plumber. At the same time, though, in some sections, 
there is a certain pressure for deliveries. This, together 


for this product 
gives a firm tone to the soil pipe 
consumption 
are firm and un- 
changed this week, the recent 5-point advance of one 
maker, followed later by another of the smaller inter- 
ests, being more a move to close their books temporarily 
market. 


with a slight, though positive demand 


at the present market, 


situation and indicates an expansion of 


when the weather opens up. Prices 


further tonnage than to establish a new 
Steel Pipe 

Demand for steel pipe continues to represent the actual 
needs of jobbers and, as yet, includes no buying ahead 
to speak of. Jobbers’ stocks are at a fair working level 
and the light demand from the master 
plumber and heating contractor. Mills are making ship- 
Prices are firm and unchanged. 


against 


adequate for 


ments in prompt time. 


moving 


Wrought Iron Pipe 


change in demand, supply and 


pipe. 
volume, 


This week brings no 


prices of wrought iron Demand continues steady, 


though in no great with an occasional order for 


stock that 
Makers’ stocks are quite adequate for the 


indicating future needs are being considered 


demand, and 


deliveries are prompt. Prices are firm and unchanged 


Enameled Ware 


There is a good, healthy demand for enameled ware 


and jobbers are steadily building up their stocks to a 
satisfactory working level. Orders are being placed for 
about sixty days ahead; and, while there is no great 


consumption as yet, there is a contident 
Makers’ 


Prices 


expansion of 
the 
about three 


tone to market. delivery dates average 


weeks now. are firm and unchanged 


Pottery 
buying of Jobbers’ 


little new 


immediate 


There is very pottery 


actual needs for the future are in their ware 


houses in stocks adequate for this quarter’s consumption 


Deliveries of staples can be made in satisfactory time 
from the potteries. There have been instances recently 
of makers shading quotations, but, in general, prices 


have not changed and the market is as yet untested for 


the second quarter 


Range Boilers 


Needs of jobbers are not in excess of their stocks on 


hand and factory warehouses in Chicago, therefore, are 


not receiving many new specifications right now. How 


ever, specifications placed in December are being checked 


out to the jobber to the satisfaction of many makers, 
and business booked at that time is keeping these mak- 
ers fairly busy. Deliveries from local warehouses are 
prompt. They run about three weeks from the factory. 
Prices are unchanged. In connection with range boiler 
prices, the recent strengthening of steel sheets might be 
called a market factor. 
Plumbers’ Brass Goods 


whole, there 


ahead for 


Though makers have large bookings as a 


are some buyers not yet committed, very far 


requirements. In spite of this, how- 


this 


their brass goods 


buying is light, and commodity reflects 


demand 


ever, 
the general 
created. Most 
ter’s needs, and demand from the master plumber is not 
Although 
they seem 


new 


pause in until definite needs are 


jobbers have ample stocks for this quar 
yet very active. Deliveries are satisfactory. 
prices quoted by makers are still at 


to have firmed at a level consistent 


variance, 
with quality. 


Boilers and Radiators 


New prices on boilers have been announced which 
carry a reduction ranging from 2% to 12% per cent, 
depending upon the type of boiler. Demand continues 
active for both boilers and radiators Makers’ stocks 


are adequate for the demand, and shipments are being 
made in satisfactory time. 

The Composite Chart 
chart of prices and 


shown is a composite 


plumbing 


Herewith 


demand of all and heating supplies. On it 


79 
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j v er t} tr eT nd fo 1% 1% 
and 1924 nd, for com] oO! e 191 iverage Phe 
price line b d upon report fro the Departme! 
of Commerce in Washington, D. ¢ ind on this paper 
investigation A ton of soil pit 1 ton of stee pipe 
ind l il basis quantitie ot variou other co ) li 
tis in plumbit nd } ting were taker i b 
The price of these product were totalled and averasg 
and the line wn wv harted from the resulting fig 
ure The demand line w harted from the report 
that appear wee nt paper and rike i nera 

era for all the product old in our field I ! 
the chart tell lf ler 
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NEW YORK 

January hile a quiet month and one not showing a 
large gro volume compared very favorably in thi 
territory with the ame month in past year ro 
business appear to have fallen behind that of January 
1923, but it ws lightly in excess of that of January 
1924 and well in exes of any other veat Price 
showed very little change during the month 


The master plumber and the heating contractor report 


a very light n repair being the onls 


considerable ource of busine There is the usual 


seasonal unemy journey 


Soil Pipe 


Prices have not changed Demand continue ver) 


quiet, most jobbers having ample stocks on hand for the 


small order they are receiving Some foundries ars 


beginning to catch up on last month’s rush of order 


and deliveries can promptly on new order 


from a few sources 


Steel Pipe 


sJusiness for the month of January fell slightly below 


that of December, according to one maker, while other 


report increased volume Prices are unchanged De 


liveries can be made promptly 


Wrought Tron Pipe 


The past week has been a wrought 


iron pipe 
resentatives 


very quiet one in 


very few orders being received by mill rep 


firm 
Enameled Ware 


been 


Prices are 
Demand has not enameled 
fair 


firm 


heavy in ware, job 


bers having stocks and consumption being light 


Prices are and unchanged Deliveries are good 


Pottery 


There is a fair amount of business being done in 


pottery Prices are unchanged Deliveries are fair from 


most potteries 
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Range Boilers 


' tisfactor business for January” is the most 


report received this week from a manufacturer 


of range boiler Demand is quiet Prices have not 


Plumbers’ Brass Goods 


While there is no weakening in the price situation, 
there til! no general level of quotations Demand 
fairly good Deliveries are running behind. 


Boilers and Radiators 
well for this Deliveries are 


declined 2% to 


PHILADELPHIA 


very 


holds up season. 


good Boiler price 12% per cent. 


Philadel- 
by the 


week has been quiet in the 


phia district, at least as far as goods bought 


contractor or orders placed with the manufacturer are 
concerned Jobbers report that they are expecting 
heavier buying during the coming few weeks. They feel 
that the bottom has been reached in the demand curve 
d that Spring will soon start business on the upgrade 
\ number of master plumbers interviewed during the 
veek indicated that the feeling of optimism for the 
t half of the year at least is quite firmly fixed in their 
nd well as in those of the jobber and manufac- 
iret 
Jobber pric in Philadelphia proper are somewhat 


firmer than they have been, but there is still price cut- 
outlying districts 


Soil Pipe 


Demand has been very light in the last few days, 
foundrie« reporting that they are rapidly catching up 
on orders booked Prices are unchanged from last week. 
Deliveries can be made promptly from some foundries 
while others still require several weeks. 


Steel Pipe 
last 


commodity. 


during th week 


this 


Demand held up to the average 


for the month in Prices are without 


change Deliveries can be made. quickly. 
Wrought Lron Pipe 
A steady trickle of small orders keeps the manufacturer 
of wronght iron pipe moderately busy at present. There 


is no change in prices. Jobbers report very good deliv- 


eries 
Knameled Ware 

Although demand for enameled ware can still be called 

fair, there wa slight slackening during the past week 


Prices are unchanged Deliveries can be made promptly 


on most items. 
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Round Secttonal 
water botler 

New high pressure 

for hot water sup- 

plies and heating. 


Round 
steam b 


Juntor for 


find the best boiler to meet any 
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Laundry store 
and hot water 
heater. 


Just write that on vour « 
the laundry 


Our 
Catalog 
mn ip 


Buenas a uu 


ee 


Canadian Offices: Harbor Comm. Bldg 
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The Climax 
Cellar 


Drainer 


un 








Why use uncertain and costly water- 
proofing of cement, asphalt, tar, etc., 
when the CLIMAX Cellar Drainer is so 
positive, dependable and inexpensive? 
The CLIMAX is usually installed in the 
end; why try something else in the be 
ginning? 
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A} Dine! OLIVER STREET - 
BALTIMORE, MD. 
Rialto Building, Deekum Building 
Pacific Coast Agents: San Francisco, Cal. Portland, Ore. 
Wm. P. Morn Co. = Kerchoff Building, L. C. Smith Building, 
Los Angeles, Cal. Seattle, Wash. 








peROM Laundry stove to the big twin sectional in 
the nine members of the Burnham Family, you will 
and all of v« 


iff and then don’t send it to 


IRVINGTON, NEW YORK 
Representatives ih all Principal Cities 


Toronto 


or aMaMa'ahatatatavavivi i hen habs ss inh 
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124 Stanley St., Montreal 
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These Three 
Simple Fittings 
make the simplest and most 
efficient heating system 
ever designed, one to which 
the thermos bottle principle 
has been applied, one that 
provides Vacuum most of 
the time, Vapor part of the 
time and Pressure when it 
is needed. 

No other system is so flex- 
ible and efficient and sim- 
ple. There are no floats, 
return traps, pumps, di- 
aphragms or other com- 
plicated mechanism. 

Best of all, “O-E” Fittings 
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We'll be glad to 
tell you the whole 






story of the O-F 
are sold at reasonable System — and it’s 
worth while know 






prices which enable the Se ee 
. u“ ro 
contractor to make more a0 @ Mae- f 






- - - we'll 
on every installation. do the rest. No ob- 
ligation, of course. 






O-E Specialty Mfg. Co. 
10 Keefe Avenue 
MILWAUKEE WISCONSIN 
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Pottery 
There is still some forward buying of pottery, but 
there is little ordering for immediate delivery, most 
jobbers having fair stocks. Deliveries are very slow on 
specials, staples still being available quickly. Potteries 
are busy on orders on hand. There has been no change 


in prices 
Range Boilers 
d is reported as very light by the manufacturers 


Deliveries can be 


Deman 


Prices are holding steady and firm 


made on short notice 

Brass Goods 

reported by manufacturers’ 
tubular and cast brass Many makers re- 


ahead and that deliveries 


Plumbers’ 
A fairly brisk demand is 
both 


they are 


agents in 
that 
are deferred as 


port booked well 

a result. 
Boilers and Radiators 

rately seasonable in heat- 


lines than 


Consumption being still mode 


demand holds up better in these 
reduced 


ing products, 


in others Prices of boilers have been from 


2% to 12% per cent 


N EW 


There has 


ENGLAND 


been no noticeable change this week in this 


territory) Both jobbers and manufacturers are moving 
a satisfactory amount of merchandise. The severe storms 
that swept this entire territory have slowed up new 
work while emergency jobbing has demanded the serv- 
ices of all in the trade Jobbers are taking into stock 
material ordered during the latter part of last year, 


already contracted for. Stocks are 
ibled by 


heating contractors 


much of which is 


slowly assen jobbers and master plumbers 


being 
and 
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There is not a great deal of speculative buying, how- 
ever, as it seems that the trade has actual business 
closed for from one-quarter to one-third of the present 
year that will absorb most of the goods ordered. It is 
generally quiet at present because of the weather condi- 
but not by any means dull or depressed. All indi- 
good year with firm prices and a 
return to that will insure 
a profit on goods turned over rather than a loss or an 
break, such as was the case during last year. 
Prices as a are firm follow closely the 
metals, all of which show Lead is strong 
there drop announced a few 
drawn and 


tions, 
cations point to a very 
sensible business conditions 
even 
whole and 
basic strength. 
although 


ago on 


was a 5 per cent 
traps 


still high and firm. 


days lead and bends. Copper 


zinc as well as spelter are 


Soil Pipe 


There is a good movement of this product. Jobbers 


are turning over incoming stocks on old orders and man- 


ufacturers are in some cases being speeded up in an 
effort to ship in larger volume. New business entered 
with the manufacturers is not large but is steady and 


in satisfactory quantity. Prices are firm and steady. 


Steel Pipe 


No price change. Jobbers’ stocks are being well filled 


and assorted by incoming shipments and all demand 
by the trade is being taken care of with promptness. 
Mills report a good business on the books and are mak- 
ing shipments of average orders in from two to three 
weeks. 
Wrought Iron Pipe 

Prices remain unchanged. Demand is fair with job- 
bers’ stocks so arranged that orders are being taken 
care of satisfactorily. Mills have a fair amount of busi- 


ness on the books and are shipping promptly. 



















> 




















The 
Separable 


Metaphrams The 
D 


wal 
ew 


Each Metaphram or 
a hermetically sealed chamber 
containing a_ volatile liquid 
which expands with increase of 
temperature. Several of these 
together furnish the power that 
operates the lever. 





“wafer” is 


The separable Metaphrams are 
“cage assembly” and are lifted 
from the well as a unit, should 
replacement ever be necessary. 





Why Not Hot Water? 





A regulator is standard trimming on a steam 
boiler. Why not on hot water? 

A steam installation would not be complete 
without a regulator. Everyone knows that. 
Then why should you omit it on a hot water 
job? It’s just as important for economical 
operation. 





You can make hot water installations more 
profitable, more efficient and more satisfac- 
tory by adding a 


== METAPHRAM == 
DAMPER REGULATOR 


There is a fertile field for you, selling and in- 
stalling this sensitive but positive, much 
needed regulator—on new or old _ installa- 
tions. 

Order from your jobber or direct. 


Write for circular. 


NATIONAL REGULATOR CO. 


2301 KNOX AVENUE CHICAGO 
European Office: A. J. Assheton, 18 St. Thomas St., London, S.E.1, Eng 
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Enameled Ware 

Prices are firm. 
large quantities against old orders and, while 
stocks are being rapidly assembled, makers’ surplus stocks 
have been absorbed to such an extent that deliveries 
are now slowing up. They report a steady and satis- 
factory volume of business for both prompt and deferred 
shipment. 


jobbers’ 


Plumbers’ Brass Goods 

Prices are still strong. Tubular brass goods have ad- 
vanced in greater proportion than cast and, while actual 
demand is not large, since most of the delivery dates 
call for shipment in February and March, there is never- 
theless a good movement at present for staples. Job- 
bers’ stocks, which were replenished by early January 
shipments are in condition to care for the demand from 
the trade. 

Pottery 

Prices have steadied. Demand is fair. Potteries state 
that they have a good business booked, since jobbers 
have covered for at least the first quarter of the year, 
and these orders are being put in transit in a steady 
flow. Jobbers’ stocks are being strengthened to take 
care of present demand which continues to increase 
the season advances. 


as 


Range Boilers 

A fair demand only. Jobbers’ stocks are ample for 
all business entered, which is not large, as little future 
buying is being done. Manufacturers are shipping 
promptly upon receipt of orders. 

Boilers and Radiators 

Demand continues good with specifications for future 
delivery entered in good quantity. Warehouses, which 
were practically empty at the end of the year, are again 
being filled to meet the future demand. Business now 
entered is being cared for with satisfactory promptness. 
Boiler prices have been reduced from 2% to 12% per 
cent. 


PACIFIC COAST 


January business as a whole came up to expectations 
as to volume. Prospects for February are very encour- 
aging and give every indication that the Pacific Coast 
is entering upon a period of increased business activities 
in all lines. 

Jobbers’ prices to the trade in all lines are stiffening 
and the indications are that, with the market becoming 
stabilized, cut-throat price wars are over. Dealers are 
endeavoring to make a profit on their merchandise which, 
after all, is their main reason for being in business. 

Soil Pipe 

The demand for this commodity is active. Jobbers 
are purchasing considerable tonnage in anticipation of 
increased demand. 

Steel Pipe 

The demand for steel pipe as a whole is good. Dis- 
tributors’ stocks in most instances are well assorted and 
adequate for present requirements. 

Enameled Ware 

The demand for this product is good and seems to be 
increasing. Dealers are purchasing more liberally for 
stock requirements. Coast manufacturers report that 
business is being received in good volume. 

Pottery 

The demand for pottery is increasing. There is still, 
however, considerable off-quality staple ware being of- 
fered to the trade in some of the Coast jobbing centers, 
a fact which has a rather depressing effect on the market. 
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KENNEDY 


Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
and size, 
and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed 
in the Kennedy Catalog. 

Send for a copy 


The Kennedy Valve Mfg. Co. 
Elmira, N. Y. 


New York Chicago San Francisco 
Salt Lake City Seattle Philadelphia 
ansas City Los Angeles 


-ERING 


radiator valves of every type 


Boston 


El Paso 
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A good stee/ water heater. There 

is profit in selling them but none in 
repairing them ‘cause they don't 
get out of order. 
: KEWANEE BSILER COMPANY : 
‘ Kewanee, III. : 
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Easier to Adjust 


| The Eagle Roof Flange is made 
| of pure drawn lead. No blow 
holes are possible because of the | 
material and methods used in its 
making. It isthe heaviest roof 
flange offered on the market, eas- 
ily adjusted to all pitches of roof, 
and passes all city ordinances. | 

A card will bring you the Eagle } 
Lead and Mixed Metal Catalog 

The EAGLE-PICHER 
LEAD COMPANY 


Cincinnati + Chicago + Joplin 





Eleven Plants | 
branches in all principal cities | 


‘EAGLE ROOF FLANGE 
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KELLY 


WATER CLOSETS. 


with Aluminum Raised 
Rear Local Vent 






‘All Jobbers Sell Them” 


Fig. 132 
Patented 





THOS. KELLY & BROS. ..°. 


OVER 35 YEARS 


CHICAGO 





ESTABLISHED 
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Rundle Lavatories 


in a wide range of designs 


One by one the various items in the Rundle line were care- 
fully developed by Rundle engineers until, today, the line 
satisfies every individual taste, purse and purpose in its field 


In Rundle designs, good taste is combined with the practi- 
cal; beauty with simplicity. Here is true worth that creates 
a quality impression and gives lasting satisfaction to users 


And the friendly co-operation 
your relation- 


Rundle Ware is easy to sell 
of the Rundle organization insures that 
ship will be pleasant as well as profitable 
If you don’t know the Rundle jobber near you, write us today 
RUNDLE MANUFACTURING CO. 


MILWAUKEE, WISCONSIN 
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Plumbers’ Brass Goods 
this and 


Jobbers and master plumbers are pur 


The demand for commodity is good seems 


to be increasing 
chasing in good volume at present prices. 

Range Boilers 
this 
tributors have ample stocks and are purchasing in about 


There is a good demand for product. Most dis 


volume as sales. Jobbers’ prices in most job 


bing centers are still below replacement costs. 


The Metal Market 


Average Average Average 


Feb. 3 Dee., 1924 Oct., 1924 1923 
ie Re 
0 t (h ig 
fur $24.00 $22.40 $20.50 $28.72 
PLATES AND SHEETS 
Steel boiler plates, Pitts 
burgh, per Ib 2A 1.90¢ 1.80c 2.18¢ 
} i ad h t 
Pittsburg per Ib 2 Ni 2 656 2. 60¢ 2.5% 
Black sheets, Pittsburgh 
p , Hie 3.500e 3.400¢ 3.75¢e 
(jal inized sh t Pit 
burg} per } 1.85 1.650 1.600 1.32c 
rin 
Straits tir DH 7K 4 12.71e 
COPPEI 
l’ris L. I re 
finer 14.806 14.96¢ 
Fleetro, delivered 14.30¢ 14.61¢ 
LEAT 
("} 1506 7 r¢ 
The Old Metal Market 
Dealers’ Buying Prices 
Per lb Per Ib 
\lumir ’ ippings 16 ¢ Copper, light Sere. 
Block tin 30 06 Copper, uncrucibled 
Bras light § « wire . siete ate B) 
Prass, heavy mixed 6% « Faucets and valves 6% 
trass, red — . 8 Cc Lead, heavy omen. we Oe 
Copper. crucible 10 ec Solder joints se 2 
NOTE i'r ire those quoted on Tuesday of this week 


ATLANTA WOMEN’S AUXILIARY ENTERTAINED 

Mr. and Mrs. M. J. Burke recently entertained the 
Auxiliary of the Atlanta (Ga.) 
Master Plumbers and their husbands at a 
the handsome Burke home in Sells 
The house was decorated with potted plants, roses and 
i Games and contests were enjoyed after din- 


Women's Association of 
dinner at 
avenue in Atlanta. 


carnations. 


ner. The prizes were won by B. J. Seckinger and W. E. 
Campbell; Wm. Loftis captured the booby prize. Mrs. 
jurke was assisted in entertaining by her sister, Mrs. 
Elizdbeth Burke. The guests included: Mr. and Mrs. 
C. J. Warner, Mr. and Mrs. B. J. Seckinger, Mr. and 
Mrs. J. G. Engelhart, Mr. and Mrs. B. F. Allen, Jr., Mr. 
and Mrs. W. S. Loftis and son, Charles, Mrs. F. E. 
Kerlin, Mr. and Mrs. Richard O’Hara, and Mrs. M. J. 


Burke, Sr. It was regretted very much that the presi- 
dent of the Auxiliary, Mrs. S. S. Shepard, was detained 
at home on account of the illness of Mr. Shepard, presi- 
dent of the Atlanta Association of Master Plumbers. 


The auxiliary recently held its regular monthly meet- 


ing in the Builders’ Exchange, when Mrs. S. S. Shepard 
presided Under old business, final report was made by 
the Committee on “‘The Story of the Bath,’’ and they were 


congratulated on their achievement in this field. The 


secretary was authorized to present each member of the 


Atlanta Association of Master Plumbers with a copy of 


“The Story of the Bath’’ and instructed to urge them 
to read it carefully, because the ladies intend at some 
day in the near future to hold an examination and the 


member with the highest mark will get a prize. 
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DETROIT TRADE ANTICIPATING 

The Detroit 
tractors is completing arrangements for its 
at the Elks’ Temple, February 17. 
of the big social 
plumbers, manufacturers and wholesalers. 


ANNUAL BALL 


and Heating Con 
ball 
This is one 


Association of Sanitary 
annual 
Tuesday, 
master 


events of the season for the 


MEMPHIS MASTER PLUMBERS’ 
PROGRESSING 


ASSOCTATION 


The members of the Master Plumbers’ Association, Mem 
phis, Tenn., take their duty to the organization seriously 
and put into it much hard work and enthusiasm. As a 


consequence, it is giving back to them daily 

They call 
data, ete., 
rooms for 
president of the state association and has brought into the 
local work many ideas gained in the larger field. 


help in their 


business. upon Secretary Jas. L. Evans for ad- 
entertain callers and utilize the club- 


work. Mr. Evans is 


dresses, 


correspondence a past 


JANUARY MEETING OF 
CHAPTER OF 


WESTERN NEW YORK 
A. 6. B. & V. B. 

The regular monthly meeting of the Western New 
York Chapter of the American Society of Heating & Ven- 
tilating Engineers was held on Monday evening, January 
12, at the Hotel Lafayette, Buffalo, N. Y. An unexpected 
large hand for the dinner preceding the 
meeting, so that the forty-seven found the 

little crowded; the music 
four musicians, together with the singing of popular songs, 


number was on 
room reserved 
nevertheless, furnished by the 
toward his neighbor 
Hugo Hutzel 


soon made everyone feel pleasantly 


At 8 o'clock President called the meeting 


to order and, following the run of old business, the for 
mality of electing new officers and installing them took 
place. The ticket elected was as follows: President, Wil- 


Worsham; 
treasurer, Cal 
Farnham, 
believing it a 


vice-president, Herman 
Harry P. 
Roswell 
Fraser, 


liam G. Fraser; first 
second vice-president, 
Wesley, 

The new president, Mr. 
to start off 


Dempsey; 
vin P. and secretary, 
good way 
his administration, called upon the chapter's 
Mrs. Olive Frank, 


retiring president, 


only woman member, who made a very 
few remarks. The Hugo Hutzel, 
given a rising vote of thanks for the excellent administra- 
tion he had given the chapter during the past year. 
dent Fraser called on each of the new officers, so that all 
might see them. He also asked T. R. Grieves, the 
district manager for the U. S. Radiator Corporation, to 
stand up few remarks, so that all might 
him. <A. L. Schellhammer, of 
of the Walworth Mfg 


was 
Presi- 
new 


make a 
acquaint themselves with 
Warren, Pa., and §S. J. Crittenden, 
Co., were also called upon. 

The first speaker of the evening was Angelo De Rosa, 
of Utica, N. Y:, “Oil Heating From 
the Contractor’s Standpoint.’’ Following Mr. De Rosa’s 
remarks many asked of him, showing that 
his talk had been of interest to the members. 


and 


whose subject was, 


questions were 


y 





was R. B 
American 


Another speaker Flershem, general manager 


of sales for the Radiator Company, who spoke 


on “Larger Aspects for Our Industry in 1925."" In this 


talk he outlined the possibilities of making 1925 a big 
year, and he emphasized the fact that salesmanship would 
be the keynote for 1925 

Last, but not least, to top off this most interesting pro 


gram, the president called on Fred Zander No one can 
hear Mr. Zander 


has heard one who can ably 


ever without going away feeling that he 
ideals in fine 
Upon special request Mr. Zander concluded with 
entitled, “Stand Aside Watch Yourself 


This recitation concluded the evening’s program. 


express worthy 
English. 
a recitation, and 
Go By.” 
TAMPA MASTER PLUMBERS’ ASSOCIATION ELECTS 
OFFICERS 

The Tampa, Fla., Master Plumbers’ Association recently 
held its annual 
stallation took place a few days later at the residence of 
A. Marenco, the 
tained and feasted by the 
President, D. S. 
secretary, John A, 

and A. Marenco, 


election of officers and the formal in 


where association was superbly enter 


genial host. The new officers 


are: Kaylor; vice-president, H. B. Perryn; 


Bronzonie; treasurer, E. J. Holmes; 
board of directors 


McAndrew, 


sergeant-at-arms. The 
Frank Williams, W. E 
Chaires 


is composed of Geo 


MeGhan, Jr., Jamison 


and 














Thos. J. Claffy, Chiengo; J. L. Robertson, Mason City, HL; 
EK. H. Donahoe and Dan O'Connor, both of Peoria, UL, at 
Illinois Master Plumbers’ recent convention in Springfield 


ASSOCIATION OF THREE CONNECTICUT TOWNS 
ELECTS OFFICERS 


The Master Plumbers’ Association of Ansonia, Derby 
and Shelton, Conn., recently elected its officers for 1925 
as follows: President, William D. Haggerty, of Little 
& Haggerty, Derby, Conn.; vice-president, William Gaff 
ney, Ansonia, Conn.; secretary, James J. Guider, Shelton, 
Conn.: and treasurer, Edward A. Peck, of E. W. Peck & 
Co., Derby, Conn. The association is thriving and holds 


regular meetings once a month. 
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LOWELL ASSOCIATION ELECTS OFFICERS 


The Master Plumbers’ Association of Lowell, Mass., re- 
following officers: President, William 
Walter of Hobson 
secretary and treasurer, George A. Stewart. 


cently elected the 
H. McElholm; 
& Lawler Co.; 


vice-president, Jewett, 


TRENTON, N. J.. MASTER PLUMBERS TO ENTERTAIN 
THEIR LADIES 


February 11 is the date set by the Entertainment Com- 


mittee of the Master Plumbers’ Association of the City 
of Trenton, N. J., for the Ladies’ Night. A banquet will 
be served and every member has appointed himself a 
committee of one to see that his own ‘Valentine’ enjoys 


herself from first to last 


MASTER PLUMBERS CIVIC LEADERS 
Two master plumbers, Arthur W. Sweet, mayor of North 
Calif John §S 
Sacramento Chamber of 
officially the 


Sacramento and 
North 


recently 


Lawson, president of the 


Commerce, were chosen 


to open city’s new gas service by 











Arthur W. Sweet and John 8S. Lawson, master plumbers, 
“turning on the gas” at North Sacramento, Calif. 


is a credit 
to the profession that two of its members should repre- 
Mr. Sweet 
Sacramento 


turning the wheel which released the gas. It 


occasion. 
of the 


community on such an 
both 


Association. 


their 
Mr. 
Master Plumbers’ 


sent 


and Lawson are members 


SHENANDOAH, PA., ASSOCIATION MAKING PROGRESS 


The Master Plumbers’ Association of Shenandoah, Pa., 
is but a little over half a year old and yet has accom- 
plished much. It has achieved commendable co-operation 
between the members. It has put some group 
advertising into the local paper. It has settled a difficult 
labor question with the journeymen’s local which here- 
tofore had been a source of constant trouble. All this in 
six short months. Now, according to Secretary William 
M. Holvey, who announces some plans, the organization is 
attacking the unsolved problems with great energy. The 
most important of these is to get a plumbing code for 
Shenandoah. The association also hopes to take a definite 


nineteen 
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step in the matter of training apprentices, and is antici- 
pating the approaching visit of Col. Wm. G. Archer, of 
the N. T. E. B., who will aid them in this. 

In order to make the scope of the association greater, 
master plumbers in the surrounding towns have been in- 
vited to join the Shenandoah organization and are respond- 
ing with enthusiasm, inasmuch as there are deplorably 
few master plumbers’ associations in that section. 

The officers of the sturdy young organization of Shen- 

President, A. E. Flaherty; vice-president, 
treasurer, Wm. Doyle, and secretary, Wm. 


andoah are: 
E. Neetzow; 
M. Holvey. 


TENNESSEE ASSOCIATION TO CONVENE IN MEMPHIS 
The Tennessee State Association of Sanitary Engineers 
has chosen Memphis as the city for its annual convention, 
which is to be held May 4 and 5, 1925. 
DETROIT PLUMBERS TO DISCUSS “SHOP-ON- 
WHEELS” 

The Detroit Association of Sanitary and Heating Con- 
tractors will hold a dinner party at the Board of Com- 
February 12, after which there will be an open 
discussion of the truck, or ‘“‘shop-on-wheels.”’ 
Several members are operating such service trucks at 
the present time and will give their fellow-members their 


merce 
service 


opinions as to how practical the plan is. 

THE BINGHAMTON, N. Y., APPRENTICE SCHOOL 

Largely through agitation by the local Master Plumb- 
ers’ Association, the school board of Binghamton, N. Y., 
decided provide facilities for teaching the 
plumbers’ apprentices at night. A class which now has 
a membership of fourteen was accordingly organized and 
meets two evenings a week. Henry Mackens is the plumber 


recently to 


who is acting as instructor. 
NORFOLK (VA.) HONORS ITS OFFICERS 

The newly elected and the retiring officers of the Master 
Plumbers’ Association of Norfolk, Va., were given an 
oyster roast at Ocean View, Va., recently. John J. Shana- 
han is the retiring president, having held the office for 
three years. Mr. Shanahan is state president. William 
E. Coley, the new president, has served the organization 
faithfully as secretary-treasurer, the same office which 
he now holds in the state association. Mr. Coley, upon 
being elected to the presidency, automatically became a 
member of the Presidents’ Club of the Norfolk Chamber 
of Commerce. 

ANNUAL LADIES’ NIGHT ANTICIPATED IN NEWARK 

Twenty-eight times the master plumbers of Newark, 
N. J., accompanied by their wives or sweethearts, have 
gotten together for an annual banquet and ladies’ night. 
These twenty-eight occasions have been memorable ones, 
and for almost a year after each one those present dis- 
cussed what a good time they had. The rest of the year 
is spent in talking about the one to be held next February. 

Announcement has just been made of the twenty- 
ninth of these affairs. Achtel-Stetter’s in Newark, N. J., 
is again to be the scene of the festivities, and the date 
is to be the evening of February 19. 

The committee in charge assures the large list of guests 
that the traditions built up during twenty-eight years 
will be lived up to. This committee is made up with 
Samuel F. Wilson as chairman and is composed of 
Andrew A. Taaffe, Frank Miller, Joseph Miners, Joseph 
H. Palmer, August Struening, Edwin Sternkopf, treas- 
urer, and Fred J. Engelberger, ex-officio. 
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MORRISTOWN, N. J., ASSOCIATION ELECTS 
OFFICERS 
Association 
officers for 
H. B. Arm- 
secretary, W. V. 
At the same 
prepare for the 
the following being 
W. A. Snudden 
association 


Master Plumbers’ 
meeting, at which 
as follows: President, 
strong; vice-president, E. J. Parsons; 
Mesler, and treasurer, W. A. Snudden. 
session, a committee was appointed 
annual banquet February 18, 
asked to serve: L. B. Tompkins, 
E. J. Parsons. The Morristown 
per cent membership. 


The Morristown (N. J.) 
recently held its annual 
1925 were elected 


to 
on 
and 
has a 100 


JACKSONVILLE ASSOCIATION'S GROUP ADVERTISING 


The Master Plumbers’ Association of Jacksonville, Fla., 
is making progress in every respect, all of which is very 
encouraging to the officers of that organization. 
thing, a plan of systematic group advertising has been 
put into practice. The first advertisement appeared re- 
cently in the local papers, being but a forerunner of many 
more. That the state convention is to be held in Jackson- 
ville this Spring is a-spur to every member to do his part 
to uphold the Southern reputation for hospitality. 


For one 


A. W. WOLFGANG IN NORFOLK, VA. 


The Master Plumbers’ Association of Norfolk, Va., re- 
cently enjoyed and profited by a visit from A. W. Wolf- 
gang, Of the N. T. E. B. He addressed the association on the 
apprenticeship problem, after having conferred with T. G. 
Rydingsvard, superintendent of vocational training in the 
public schools. All apprentices are required to attend the 
Ruffner Junior High school three nights a week, 
to Wm. R. Brookman, field secretary. 


according 
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TO REMODEL BUILDING 
The Valley 
will get possession 
Lincoln in 
time will begin, 
occupancy by the association and by 


FOR ASSOCIATION 
Master 
new ly 


Mahoning Plumbers’ Association 


of its acquired property 


March 1, at 
as to fit 


on 
which 
for 


avenue Youngstown on 


remodeling so the building 


other 


tenants. 








c. R. Foster, of Wolff Manufacturing Corporation; F. M. 

Wheeler, of EverHot Heater Co., and H. C. Leonard, of 

Robbins, Gamwell & Co., Pittsfield, Mass., at Illinois Master 
Plumbers’ recent convention in Springfield 
YORK MASTER PLUMBERS’ BANQUET 

The Master Plumbers’ Association of York, Pa., held 

its fourth annual banquet and ball at Malta Temple in 

that city on January 22. The tables groaned from the 


weight of the good things piled thereon and for an actual 
hour by the 
trated on the business of eating. 

President Geo. T. 


22-jewel to the Ingersolls everyone concen 


Picking welcomed the assembly, after 


which the invocation was pronounced by Jacob Dome, 
state and local secretary. James Simmons, vice-president 
of the association, acted as toastmaster It was unan 


imously decided that Mr. Simmons would make as good 





You Can A fford to Use It 
on Any Job, Because | 


it doesn't cost you any more than the run- 
of-mine kind, yet is so much better in every 
way, there’s really no comparison. The 
new HAMMOND Compression Stop (with 
or without waste) sets a new standard of 
value on this type of valve. It’s just the 
thing the trade has been wanting—a real, 
honest-to-goodness article at a moderate 
price. Order a sample or a trial lot from 
your jobber— you'll be surprised — 











and pleased. 


. Full waterway 

. Full opening. 

. Extra pipe clearance. 

Broad faced seat. 

Packing nut. 

Encased disc. 

Gasket under bonnet. 
External type bonnet. 

All parts accurately ma- 
chined and tested. 


PENAASene 


JOBBERS: Write us for 
full information on this 
better stopand waste 
valve today. 


HAMMOND BRASS WORKS 


Hammond, Indiana 

























\% in. Compression, 
| flanged, female thread, 
| Tee Handle. 


14 in. Quick Compres 
sion, Flanged, Female 
Thread, China Lever 
Handle 


Enterprise Sink Faucets 


You can now obtain sink faucets of a 
quality that matches that of the popular 
Enterprise Basin Cocks. Same careful 
workmanship and durable finish—same 
reasonable price. In addition to those 
| shown, we can furnish four ball handle 
| 





with china index. 


| Ask your jobber for Enterprise. 
Write us for catalog. 


ENTERPRISE BRASS WORKS 


MUSKEGON, MICHIGAN 
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GALVANIZED 
STEEL SINKS 



































HESE sinks are made 

of the best quality open 
hearth sheet steel with weld- 
ed seams and galvanized 
after completion. 


There are no crevices or 
pockets where dirt can ac- 
cumulate and no spot left 
ungalvanized. 


We make them of any size 
and dimensions to fit into 
any required space. Special 
sinks for any service, of steel 
from No.12 gauge to 14 inch 
plate. 


L.O. Koven © Bro., Inc. 


General Office and Works: 
154 Ogden Ave, Jersey City, N. J. 





Our 
)) Catalog 
in mt 
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a professional entertainer as he is a plumber, as he kept 
the with 
the speakers 


audience weak laughter at his introductions of 
Honorable E. S. Hugentugler, mayor of York, addressed 
the gathering He the pro 


civilization. In 


voiced his admiration for 


fession which has been so necessary to 
York Association on its co 
Health. The mayor 
of the organization 


having all employes at the social event 


commended the 


the 


closing, he 


operation with local Board of 


also expressed approval at the spirit 
which prompted 

C oF 
president of Association, 
the had 
wine took the occasion to pay a tribute to C. C. Kottecamf 
the died. He 
ended his talk by giving his audience a phrase to remem 
the 
top 


state and for four years 
brief outline 


Mr. Trout 


Troutwine, 
York 
officers 


president, 


the gave a 


of what state done to date. 


a member of organization who recently 


State Membership Committee has coined 
‘On 
Troutwine was presented with a large 


which 
the 
to Portland’.”” Mr 
basket of 


Past National 


ber 


“Over with the membership drive and then 
the Women’s Auxiliary. 
State Director 


told of the early struggles 


flowers by 


Director and James H 
Lutz, Jr., of 
of the 


the work 


Harrisburg, Pa., 
association and of obstacles which the pioneers ir 
had to the 
co-operation of all the members present during the coming 


overcome He pleaded for hearty 


membership drive. 


Past State President Chas. K. Will, of Lancaster, Pa., 
recounted the formation of the York Association many 
years ago and told of the pride which he felt for the 
association as it stands today. 


Members of the 
and Harold Heatherton, of ‘Plumbers Trade 
finished the program at the dinner. Imme- 
the room was cleared for dancing. During 
the course of the dance, the door prizes were presented, 
Mrs. H. E 


nut 


trade press, Robert Jack, of ‘Domestic 
Enginecring,” 
Journal,” 
diately after 
Faust of Harrisburg winning a handsome brass 
John Miller of York a 
box hundred present. 
men and ladies made the trip over to York from Harris- 


bowl and combination match 


Three were Twenty-one gentle- 


burg, while C, K. Will and A. A. Gutfleish ably repre 
sented the Lancaster Association The committee re 
sponsible for this successful affair was composed of the 


Simmons, chairman, Roy Hoffman, 
Picking and Philip H. Smith. 


James 
Geo. T 


following 

M. C. Lanius, 

PLUMBERS ON BUILDERS’ EXCHANGE 
BOARD 


MASTER 


In 1924, Norman Little and Carl Vinopal each attended 
the the 
Exchange, missing only one session 


25 meetings of trustees of Youngstown Builders’ 
Both were re-elected 
They are well known 


Ohio. 


recently to the Exchange’s board 


master plumbers at Youngstown, 











Wm. 


both 
§. Kincaid, both of Pekin, 
Master Plumbers’ recent convention in Springfield 


of Peoria, UL; A. 
Ill., at Illinois 


Theo. Kasjens and Crowley, 


Riedlinger and A. 











1925 
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The exbibit of the Domestic Electric Appliance Co., of Peoria, 
Hll., at Illinois Master Plumbers’ recent convention in Spring- 
field 


NEWS OF PLUMBING PROFESSION 


publicity, through the popular medium 


BROADCASTING 

Some excellent 
of the radio, was given to the masters recently, when the 
Hoot 
broadcasts from 
ment, “This is KGW, Morning Oregonian, Portland, Ore.,” 
the National Convention of Master 
Fans all over the country hear these 


Owls, Oregon's radio booster organization, which 


Portland, added to their usual announce 
the words, “city of 
Plumbers in June.”’ 


announcements. 


The little radio bug, while following those swallows 
back home, also ran across the A. Harvey’s Sons Mfg. 
Co.’s orchestra in Detroit, Mich., and, deciding it was 
selfish to keep such good music solely for Detroit, per- 
suaded the boys to broadcast over WCX, Detroit Free 
Press. 


STATE PRESIDENT’S MISSIONARY WORK IN VIRGINIA 

President John J. Shanahan of the Virginia State Asso- 
ciation of Master Plumbers recently helped to organize a 
local association in Petersburg, Va. He was accompanied 
and assisted by William E. 
of the Norfolk association. The new local is unique in that 
it enrolled exactly 100 
Frank Wells was elected president and L. N 
made secretary and treasurer. 

Mr. Shanahan and Mr. 
burg, Va., to form 


Coley, newly elected president 


of the eligible members. 
Marks 


per cent 
was 
Lynch- 


Coley are at present in 


another local association. 


BUILDING TO BE HEATED BY 
WATER 

The only high school building in 
hot water from an artesian well is nearing completion and 
will be ready for occupancy about March 1, according to 
an announcement by M. J. Wicklem, the contractor who 
is erecting the structure at Pagosa Springs, The 
building will cost $82,000. The hot water for heating the 
new school building is secured from an artesian well 375 


SCHOOL ARTESIAN 


the world heated by 


Colo. 


ft. deep. The water as it flows from the well at the pres- 
ent time has a temperature of 113 degrees and will in- 
crease with constant flowing This natural heat increases 


radiation to double capacity, as compared to artificial heat. 


Plumbers’ Association en- 
February 2, by John L. 
Bridgeport, 


Master 
lecture 


The North 
joyed an interesting 
Christie, of the 
“The 


the 


Hudson 


Company, 
Pipe.’’ The meet- 
Union Hill, N. J. 


tridgeport Brass 


Conn., on Manufacture of Brass 


ing was at association’s rooms at 
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SCIENTIFIC COMBUSTION 


Water Heaters 


Just what our engineers have done to 
perfect water heater design is a subject 
of real interest to every heating man. 


Write for details 


Weil-M:Lain Company 


Michigan City, 
In 


Chicago Showrooms 


iana 641 West Lake Street 





A Daily Morning Conference of Factory Executives at the 


Duro Pump & Mfg. Co. - Dayton, Ohio 








Automatic Gas Water Heater 


Convenient—-Lasting~ Eco 
nomical-- Safe! 

The exclusive, patented Hum 
phrey features that insure such 
service are easily understood. 
Understand them and you'll sell 
more Humphreys. 


Humphrey Company 
Div. Ruud Mfg. Co. 
Kalamazoo += Michigan 





Type 66s 




















Bull Dog Seats 











Bull - Dog celluloid 
covered seats have 
allthe good qualities 
»f Bull-Dog varnish 
finished seats. 





“HEAP= 








90 


SQUARE 


lroné Malleablelron 

















FITTINGS 






‘‘Gee’’ fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 


We are so proud of Square | 


THE GRABLER MANUFACTURING COD. 
CLEVELAND. oO. 

















KEROSENE HEATER 
WICK BURNER TYPE 

















An ec om: ile a. , safe convenient Hot- 

mires og He furnishes constant hot 

a A use ! and night 

Ne risele smokeless lorless, no generate 

ing Burns 19 1 ‘) hours per gallon. 

Wick req an imming Sells and 
Batisies because it's right 






LET’S GO! PR mad eh ay Bh me 

priced heaters? Write 4 

THE HOTSTREAM HEATER COMPANY, Cleveland, Ohio 
“*‘Makers of Heaters That Heat’’ 

210 EAST 45TH STREET 


~ Price Sheet 
of popular 






NEW YORK OFFICE: 













MYERS Self-Oiling Power Pumps 


For General Service 


Safety and low cost of operation, uniform service without 
attention, inc reased « apacity over c omparative sizes of old 
type pumps, have popularized Myers Self-Oiling Power 
Pumps in domestic, agricultural, com- : 
mercial and industrial fields to such an 
extent that we now build 
them in Twelve Sizes to meet 
installation, motiveand 
volu me requirements 
If interested in power 
pumps for home, farm, 
mill,mine or factory, 
investigate MYERS «<¢ 
Self-Oiling Pumps vi 
Catalog 
tion on request 


The F.E. Pee & Bro. Co., Ashland, Ohio 


Manufacturers of 
Myers ‘‘Honor-Pumps’’, Hay Tools,and Door Hangers 










and Informe 














The Climax of 40 Years of 
Development in Automatic 
Heat Regulators 


The New Model 77 with 7-Jewel Clock, 
8-Day Thermostat! 


Write for description and price 


INNEAPOLIS 


Heat RecutaTor Co. 


Established 1885 
2801 Fourth Ave., So. Minneapolis, Minn. 
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The Hutton Bros. of Winsted, 
new department to its business. A well equipped machine 
built and will undertake general repair 


work and the building of special machinery, tools and dies 


Co., Conn., has added a 


shop has been 


The department is in charge of Robert W. Hutton, an 
experienced toolmaker. 
Calvert & Grimes, 1204 Court street, Portsmouth, Va., 


are starting work on the $6,600 plumbing contract on the 


Sixth Avenue school in that city. The heating contract 
has not yet been awarded. 
Paul R. Garrety, 945 East Princess street, York, Pa., 


has been awarded the plumbing and heating contracts on 
a large apartment building in York, 

R. R. 
of the 
Spring street, 

ae 
building being erected by 
Atlanta, Ga. H. L. 


contract. 


Manning has succeeded W. N. Norris as manager 
Spring Street Plumbing & Heating of 420 
Atlanta, Ga. 


Cé., 


Bennett will install the plumbing in the four-story 
A. F. Herndon on Auburn ave- 
nue, Higdon Co. has the heating 
440 Marietta street. 
for the installation 


Woolworth building to 


Plumbing & 
have 


Loftis Heating Co., 
Atlanta, the 
a sprinkling system in the 
be erected at Whitehall street near Alabama street. H. R. 


secured contract 


new 
Sago will superintend this installation. 

George H. plumbing contractor of Jacksonville, 
Fla., has purchased, for $30,000,the picturesque San Jose 
Boulevard estate, 30-ft. bluff above 


Keefe, 


which is located on a 


the St. Johns River, about three miles from the city. He 
intends to improve the estate and make it his home. 

R. T. Joughin Company, of Tampa, Fla., have been 
awarded the plumbing and heating contract on Hills- 
borough County’s new jail. The contract amounts to 
$44,532. 

J. C. Bailey, superintendent of the Jacksonville, Fla., 


reports that in 1924 174 miles of water 
laid in that city. 
Herman Wolff, plumbing contractor of Miami, Fla., 


completed forty years of successful business life and will 


water-works, 
mains were 


has 


retire in March from active work. He will continue to 
live in Fallsesen Park, Lemon City. Mr. Wolff has been 
in the plumbing business in Miami for the last twelve 
years. 


Adams street, Jacksonville, Fla., 
for the women’s ward of the 


C. E. Speir, 709 West 
has the plumbing contract 
county prison farm. 

William A. 
street, 


Bulmer, manager of the Bulmer Plumbing 
Brandon, Manitoba, was elected presi- 
Grand Lodge in that city. 


Percy 
dent of the 


Ge.. 


of James King & Son, master plumbers of 
Berry street, St. James, Manitoba, Canada, believes 
in modern publicity methods. He has an up-to-date radio 
set with which he creates public interest by bringing it 
out to the street and allowing passersby to “‘listen in’’ on 
Mr. King was formerly an alderman and 
is prominent in municipal affairs. 


J. C. Brattain, former postmaster of Alexandria, Ind., 
has announced his candidacy for the nomination for mayor 
on the Republican ticket at the primary election in May. 
Mr. Brattain is in the plumbing business in Alexandria. 


Mrs. Arch P. Fleming, 


James King, 


999 


a radio concert. 


of the Fleming Plumbing Co., 
Fairmont, W. Va., has been confined to her home by 
illness during the last week. Mrs. Fleming is the office 
manager and purchasing agent for this company. 
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At the recent convention of the Illinois Master Plumbers’ Associntion.—Top row, left to right: John Calnan, secretary, C. M. 

P. A.s Col, W. G, Archer, N. T. E. B.; Jos. W. Cannon, president, C. M. P. A.; Jos. M. Rippey, 89 years old, who was in 

the plumbing business in Springfield for more than 56 years.—Second row, left to right: J. L. Robertson, Mason City, Ub; 

Seward Best, president, I. M. P. A., Quincy, IIL; E. J. Ryan, National Director, N. A. M .P., Danville, IL; J. C. Naughton, 

Chicago. Third row, left to right: W. G. Bergner, past president, I. M. P. A.; Harry Olsen and A. D. Dunlap, both of Nye 

Tool & Machine Works, Chicago; W. H. Entwistle, secretary, Il. M. P. A.—Bottom row, left to right: Springfleld delegation; 
Chas. D. Brownell, Champaign, I1l.; C. W. Aleock, Sam’l Erman, and C. A, Dreier, Chicago 
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ew Business ‘Uentures 
J, 


Victor Snider and J. W. Rice, of Valley City, N. Dak., 


have opened bin 


plum x and heating business to be 
known as the Central Plumbing & Heating Company 

J. W. Cleveland and L. D. Self have opened a plumb- 
ing shop in Cleburne, Texas, and will do business under 
the name of the Cleveland & Self Plumbing Co., at 210 
East Chamber street 

H. H. Gillis has opened a new plumbing and heating 
hop on East Second street, in Stuttgart, Ark. 

R. ©. Walters and G. H. Austin have opened a plumb 
ing and heating busine on Browns Mill road, Atlanta 
Ga., under the firm name of W. & A. Plumbing Co 

Decatur Plumbing Co. will conduct a plumbing and 
heating business in the Woolworth buildine. Atlanta, Ga 


John F. Feign has opened a plumbing shop at 1705 
Broad street, Hartford, Conn Mr. Feign has had much 
experience in the plumbing business, and was formerly 
connected with H. Wales Lines Co 


Dague & Salsberry have opened a plumbing and heat 
ing business at 120 Altamont street, Washington, Pa 
They are planning to start construction in the near fu- 
ture of a new shop and office building 

4. BR Suarham ha 
will do business under the name of the Barham Plumb 
ing Co., at 135 North Whiteford avenue, Atlanta Mr 


opened a plumbing business and 


Barham was formerly estimator and superintendent for 


the Gem Plumbing Co. of that city 


W. EK. McGrath and D. P. Arrowood have formed a 
partnership under the name of McGrath & Arrowood to 


AGO PUMP CC 





‘‘Sure-Return’”’ Condensation Pump. 


Ask for Bulletin No. 47. 


The Price Is Right 


There isn’t the slightest doubt about the 
quality of the ‘‘Sure Return’’ Condensation 
Pump. It has proven its merit on thousands 
of installations. 


But, in spite of the splendid material and 
workmanship, that goes into each outfit, these 
pumps can be purchased at a very reason- 
able cost. 


It will pay you to get our prices. 
STOCK DELIVERY 


CHICAGO PUMP COMPANY 
2322 Wolfram St. Chicago, Illinois 
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conduct a plumbing business at 202 Lee street, Atlanta 
Ga Mr. McGrath has sold his interest in the Yarbrough 
Co., of which he was formerly manager. 

Charles Brusten, Inc., of New York City, has been 
incorporated to conduct a plumbing and heating busi- 
ness, with a capital of $10,000. C. Brusten, H. Kurz 
and {. Miller are the incorporators. 

Fred Senf. of Wellsville, Mo., 
business in that city For the present he is located at 
the store of R. Y. 
pany, but expects to move to his new building in a few 


has opened a plumbing 
Smith Hardware & Implement Com 


weeks. 


° 4 
Business ( hanges 


The Hawkins Plumbing Co., of Fairmont, Pa., has 
just moved into its new two-story building at 1105 Field 
avenue in that city. A large shop and garage for sev 
eral trucks are located on the first floor. The second 
floor contains the office, drafting and estimating room 
and a large stock room equipped with bins and racks 
for storing supplies 

Collins & O'’Dell’s plumbing shop at Excelsior Springs, 
Mo., has been moved from the Silvers garage building 
to the Beyer theatre building. 

Tucker & Company, Boston, have moved their plumb- 
ing and heating business into larger quarters at 1379 
jeacon street, Brookline, Mass. This company was 
established in 1865. 

George E. Brechbiel has purchased J. L. Larson’s in- 
terest in the hardware, plumbing and heating business 
of Lewis & Larson, of Somonauk, IIl., and the new 
firm will be known as Lewis & Brechbiel. 















Smooth and Sanitary 


The perfectly smooth surface 
of Wesely Concrete Laundry 
Trays makes it easy to keep 
them clean and sanitary. It 
will not discolor or absorb 
moisture. 


















There As only one genuine 
Wesely, Laundry Tray, and it 
is trade marked. 
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Wy omen’s cA uniliaries 


Iowa Auviliary’s Convention 
The Women’s Auxiliary of the Iowa Master Plumbers’ 
Association convened January 26, 27 and 28 during the 
course of the annual meeting of the men’s organization 
at Dubuque. The outstanding legislative accomplishment 
of the women was the passage of a resolution by which 
$50 a year is pledged to the commendable cause of edu 


cating apprentices. Another official act was the formal 
affiliation of the Dubuque local auxiliary with the state 
auxiliary The body elected the following officers for 
1925: President, Mrs. E. Bailey, Des Moines; vice-presi 
dent, Mrs. L. C. Pray, Ft. Dodge; secretary, Mrs. J. W 


Koch, Waterloo; and _ treasurer, Mrs. Larry Mullen, 
Dubuque. 

The social side of the convention is not to be passed 
over lightly. The Dubuque hostesses, when they planned 
the program of entertainment, fully intended that every 
delegate should have a good time, and that is exactly 
what happened From the time the guests arrived at 





Some of the members of the Women's Auxiliary to the lown 
Master Plumbers’ Association.—From left to right they are: 
Mrs. A. Wunder, Mrs. Larry Mullen, Mrs. Maurice Hill, Mrs. 
Frank Braconier, Dubuque; Mrs. EF. Bailey (president), Des 
Moines; Mrs. A. Hammel and Mrs. J. Lunden, Dubuque, Iowa 


convention headquarters in the Hotel Julien until tired 
but happy they piled into their berths homeward bound 
the final night, household cares and the children were 
almost forgotten in the pursuit of the many pleasures the 
meeting afforded. There was an automobile tour of the 
city, a card party, a luncheon, a tea, a dinner, a theater 
party, and a grand ball. During the dinner, the Auxiliary 
was entertained with the following program: Faith 
Shriner, on the violin, accompanied by Geraldine Lewis; 


—— 





non cette | 


& 


4 








L 


Officers of Iowa Women’s Auxiliary: Treasurer, Mra. Larry 


Mullen; secretary, Mrs. J. W. Koch; vice-president, Mrs. L. | 


C. Pray; president, Mrs, E. Bailey 
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THE INCOMPARABLE 
NIEDECKEN MIXER 
PATENTED 
it 


WHY 


IT IS 
THE BEST 
SHOWER 
OR BATH TUB 
Supply Control 











RELIABILITY 
DURABILITY 
ACCESSIBILITY 




















| 
Showing dial removed. ‘The 
only tool required to take the 
MIXER apart isa SCREW 
DRIVER. 


| 











Showing ‘cover removed giving 
access to the‘valve discs and 
seats. 














sin emanate aN ree on 
Replacing Valve Seats 








Write for Bulletin D-10X 


HoFrFMANN & Bittincs Mec. Co. 
MIiLwWwAUKEE. UV. S.A 
























on 
B ached hy 

40 Nears 
Experience 


SHERWOOD 


No. 66 Ball Cock 


A simple, quiet, positive-acting, and 
durable ball cock made of the highest 
grade bronze with a steam metal seat. 








The fact that there are more than half 
a million in daily use and the steadily 
increasing sales is an indication of 
their popularity and merit. 


SHERWOOD BRASS WORKS 


Jefferson & Mt. Elliott Aves., 
DETROIT, MICHIGAN 














— 
> — 4 





Illustration at the right ts a 
close-up otew of the simple | 
mechanism unassembled. 















No. 2 PDQC Machine with Landis die-head 






One Purchasing Agent writes—‘‘We have had 
one of your No. 2 PDQC machines in opera- 
tion about 47 years, and want another one 
of the same kind with all new improvements. 








Write for circular today. 


BIGNALL & KEELER MACHINE WORKS 


of the N. O. Nelson Mfg. Co. 
Edwardsville 







ILLINOIS 
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Mrs. 
specialty 


accompanied by Mrs. A. 
tosner; Whitz; and a 
toe dance by Mildred McLoughlin, who was accompanied 
Miss Franzen This talent within the 
ranks of the families of the local auxiliary. 

On Wednesday Mrs. E. 


vocal solo by Collinson, 


dance by Mary Jane 


by was secured 


jailey, president, addressed the 


masters, telling them of the pledge to the scholarship 

| fund Mrs. Bailey also told the men that another $50 
had been voted to be used as the State Educational 
Committee saw fit. 








Mrs. 
Auxiliary, also spoke briefly to the masters, asking those 
members of the auxiliary to take 


Frank A. Nelson, ex-vice-president of the National 


whose wives were not 


out memberships for them. 
As a result of the appeal Ray Kerker arose and stated 


that the Davenport delegation had voted to pay for 18 
memberships in the auxiliary, that being the number of 
members in the Davenport Association. 


Philadelphia Auxiliary Splendid Example 

The Women’s Auxiliary of the Master Plumbers’ Asso- 
ciation of Philadelphia justly feels proud of its member- 
although in years, it has 
101 It achieved this growth in the past year, 
while under the able leadership of Mrs. Duncan Worrell, 
president; Mrs. John A. Quinn, vice-president; Mrs. George 
M. Hicks, and Mrs Feeney, treasurer. 
The organization affiliated itself with the National Aux- 
iliary, and Mrs. Worrell has been appointed one of the 
directors of that body. Of course, the newly elected offi- 
cers expect to do equally well by their organization and will 
likewise be deserving of as much credit on their retire- 
ment. They are: President, Mrs. Harry L. Stilwell; vice- 
president, Mrs. Alexander Steele; secretary, Mrs. George 
Myers, and treasurer, Mrs. George McLaughlin. 
The Philadelphia Auxiliary has shown its active inter- 
est in the National by sending to President Emily Horn- 
brook sufficient to cover half the cost of the 
material of the quilt which she is making to be sold at 
the coming convention in June. 


ship, as, existence barely two 


members 


secretary, Maney 


K 


an amount 


Jelieving in all-round the organization 
invited Miss Margaret Lennig, a member of the Philadel- 
phia League of Women Voters, to address them on “The 
Privileges of Citizenship.””’ Mrs. R. Devine, 
was asked to give a talk on “Child Train- 
ing,”’ and a of the Visiting Nurse Society 
given opportunity to tell of her work in the community. 
The latter so enlisted the sympathies of the members that 
ever since her talk they have been working busily for an 
hour or meeting night making bandages and 
compacts, to be donated to the good cause. 

But with all this commendable direction of energies in 
such channels, the social side is not neglected. Activi- 
ties along that line during the year included a novelty 
party, a moonlight boatride, a masquerade party, and a 
brilliantly successful dinner-dance, to all of which “the 
boys’’ were invited. In fact, the members of the men’s 
organization are never forgotten, as, for instance, in the 
recent case of George F. Uber being tendered a congratula- 
tory letter and a beautiful basket of flowers by the Aux- 
iliary during the recent testimonial dinner given him by 
the men’s association. This little tribute was pleasant 
proof that both organizations ‘‘pull the same stroke.” 


development, 


and 
an authority, 


Duties 


member was 


more each 





Preliminary plans have been made for construction of 
a swimming pool at the park in Madison, S. D. 

Sioux City, Iowa, is soon to vote on a bond issue for 
$20,000 to construct a swimming pool in Crescent Park. 

The Park Commissioners of Louisville, Ky., plan the 
construction of an 80x160 ft. swimming pool at Seven- 
teenth and Magazine streets. 
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Convention 
ates 


February 11, 1925..-The Winter meeting of the Eastern 
Supply Association, at the Hotel Astor, New York City. 

February 11 and 12, 1925.—The annual convention of the 
Nebraska Master Plumbers’ Association, in Lincoln, Nebr. 

February 16, 17 and 18, 1925.—The 37th annual convention 
of the Kansas Master Plumbers’ Association, Emporia, Kan 

February 16 to 28, 1925.—Conference for Training Plumb- 
ing Instructors, at the University of Pittsburgh, in Pitts- 
burgh, Pa. 

February 18 and 19, 1925.—The annual convention of the 
Saskatchewan Society of Sanitary and Heating Engineers, at 
Saskatoon, Saskatchewan, Canada. 

Februry 24, 25 and 26, 1925.—The annual convention of 
the Ohio Master Plumbers’ Association, at Deshler Hotel, 
Columbus, Ohio, 

February 25 and 26, 1925.—The Winter meeting of the 
Central Supply Association, at the Hotel Sherman, Chicago. 

March 3 and 4, 1925.—The annual convention of the North 
Dakota Master Plumbers’ Association, at Devils Lake, N. D 

March 9, 10 and 11, 1925.—The annual convention of the 
Indiana Society of Sanitary Engineers at West Baden Springs 
Hotel, West Baden, Ind. 

March 10 and 11, 1925.—-The annual convention of the 
Maine Master Plumbers’ Association, in Lewiston, Me 

March 11 and 12, 1925.—Quarterly meeting of the National 
Association of Brass Manufacturers, in the United States 
Chamber of Commerce building, Washington, D. C 

March 23, 24 and 25, 1925.—The annual convention of the 
Missouri State Association of Master Plumbers, at the Hotel 
Muehlbach, Kansas City, Mo. 

March 24 and 25, 1925.—-The annual convention of the New 
York State Master Plumbers’ Association, at Buffalo, N. Y. 


DOMESTIC ENGINEERING 95 


March 25 and 26, 1925.—Th« annual convention of the 
Michigan State Association of Plun nz and Heating Dealers 
at Pantlind Hotel, Grand Rapid Mic} 

April 1, 2 and 3, 1925.—-The second annua ynvention of 
the American Association of Oil Burner Manufacturers, at 
the Edgewater Bea Hote ‘ 

April 2 and 3, 1925.—-Th: ni or ntion of the Ar 
‘ansas State Master Plumber \ itior t Pine Bluff, 
Ark 

April 7 and S&S, 1925.--The nnual nvention of Massachu 
setts State Master Plumber \ 1, at | n, Mass 

April 16 and 17, 1925.—-Th: nnual cor ntior the Vir 
ginia State Association of Master Plumbers, at Roanoke, Va 

April 20 and 21, 1925..—-The annual convention of the Ala 
sama Association of Master Plun ! it Birmingham, Ala 

April 20, 21 and 22, 1925.—-Th: innual convention of the 
Associated Master Plumber oO rexas, at Dallas, Tex 

April 23 and 24, 1925.—The annua nvention of the Louis 
iana and Mississippi Association of Plumbing and Heating 
Dealers, at Biloxi, Miss 

April 28S and 20, 1925. Phe innual onvention of the 
Colorado Society of initary & He ting Ion grime I at Den 


‘er, Colo 


May 4 and 5, 1925.—The annual convention of the Ten 
nessee State Association of Sanitary Engineer at Memphis 
Tenn 

May 4 and 5, 1925.—The« nnua onventior f the Okla 
homa State Association of Master Plu er t the Mayo 
Hotel, Tulsa, Okla 

Many 11, 12 and 13, 1925.—-The annua mnvention of the 
Kentucky Association of Master Plumber it the Crab Or 
chard Springs Hotel, Crab Orchard Spring K 

May 12, 13 and 14, 1025.-—The nnual r I n of the 


New Jersey State Association of Master Plumbers, at Grotto 


Auditorium, Jersey City, N. J 


May 13 and 14, 1925.—The annual convention of the Penn 
sylvania State Association of Master Plumber at Wilkes 
Barre, Pa. 

May 19, 20, 21, 22 and 23, 1925.—-The annual convention of 
the National District Heating As itior it West Baden 
Ind 


«! Do You Fully Appreciate the 
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BRYAN 


for Hot Water 


rA4 





— 958 EAST 72nd STREET 


T;HEATING 


Future of Gas for Heating? 
cP ies Daal cam nenid enn box Avasing service. 
Se Pe 


l Gas 1s clean, con- 
and absolutely caretree. No dirt nol ashes; nor labor; 


no noise nor odors; no oily film to mar the home’s decorating; no 
storage of fuel. 

Not even a glance at the heating plant or the automatic control 
devices is needed for weeks at a stretch. 

And, when effectively burned, gas for house heating 1s very 
moderate from a viewpoint of heating service in most sections of 
the country. 

Do you know the present volume of gas heating business in yout 
community? Do you appreciate its future? Get the facts about 
this ideal fuel. Write 


THE BRYANT HEATER & MFG. COMPANY 
CLEVELAND, OHIO 
Branches: In Principal Cities 


Steam or Vapor 
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May 26, 27 and 28, 1925 tins t ; MONTREAL MASTER PLUMBERS MEET 
June 1, 2 and 3% 1925 , , The annual meeting of the Montreal (Canada) Master 
M A Plumbers’ Association was held recently in that city. The 
Sune 4. 2 2 and 4&4. 182% hody was well pleased with the reports of the standing 
. committees, which indicated the progress of the associa- 


tion, with finances sound and many practical plans for 
June 19 and 20, 1025 


the future. The following officers and chairmen of com- 
Sune 21 and 22, 1925 —" mittees were elected President, O. Caron; first vice- 
president, W. U. Hughes; second vice-president, Joseph 
\. Francoeur; secretary, W. G. Borland; chairman, hygiene 
June 25, 2h and 25, §925 r committee, John Colford; chairman, legislative commit 


tee, A, Noel; chairman, price list committee, John McLean, 
chairman, membership committee, T. Menard. The new 


trustees are Joseph Belisle, W. M. Cambridge, and Joseph 
PLUMBING INSPECTORS OF MANITOBA, CANADA, 


St Amand The auditors are James A. Gordon, T. 
co ONE : ; » 
NVENE Latourelle and W. J. Bethune John Watson was chosen 
The twelftl Th Winter thering of the Manitoba to represent the association as its director on the Builders’ 
Chapter ‘ nitayr Inspector Association was held kixchange 
Wir ( ' ! | ‘ PSSIOI 
oO} d 1) 4 J. Dou healt iff si . marr . 
, I vealth « The Master Plumbers’ Association of Atlanta, Ga., 
I ( ! 1oO tweet! l e] : , , s . : 
ales 1 his field i, working with the Women’s Auxiliary in the cause of 
rl r 4 provera ars) - 
' ; pt ; abating the smoke nuisance there 
Ins] t \ ndiland vhose emphasized the : . aan a : r _ 
, bl William T. Finnigan, prominent plumbing and heating 
ip construction 1 the publi e é 
' et man of Portland, was elected to the board of directors of 
heait to be maintained One feature of the conven : 2 ae a 
the Builders’ Exchange at the recent annual meeting. 
ion ¥ to the Winnipeg central heating 
ase pe Teer , P cea ona P Kk. G. Peters, 316 Railway Exchange building, Seattle, 
plat Before ljo r an interesting chedule ot 
re , 1 by the entertainment Committe: will begin construction shortly on a five-story masonry 
follow Manitoba Public Health Act.” a lecture on Hotel on Eighth avenue and Union street. The structure 
Februar by Inspector KE. W. J. Hague: “Plumbing and Will contain 98 rooms and sixty tile baths. 
Public Health ecture on February 14 by Inspector James Sam C. Bennett, home-builder in San Antonio, plans 
Smit} Infant Mortality and the Plumber,” February 28 to construct homes in the Woodlawn Place addition which 
A. G. Lawrence larch 12 ocial gathering Inspec will mean an investment of $210,000. There will be 
tor E. W. J.H , \ ected president for 1925 forty-two homes. 


Here’s THE valve for hot water 


Chicago hot water union radiator valve 
Why ? 


Because the barrel type disc is of cast metal and is not merely a piece 
of brass tubing. 





No. 133 
also made in The valve is heavy and the body symmetrical and will stand severe 
straight pattern strain during installation or connection. 
Fig. 22; The ground joint 6n top of the bonnet gives the Chicago Hot Water 
Union Radiator Valve practically all the merits of a packless and self- 
packing valve. The stuffing box can be repacked without shutting off 
the water 

It is impossible for this valve to stick as the disc takes only a slight 
bearing at the top and the bottom, thus doing away with approximately 
75 per cent of friction in the opening and closing of the valve. Note in 
the illustration the globular space in which the disc operates. 


This valve is made with a detachable bonnet. It should not be con- 
fused with bonnetless type. 


Yes, Sir! The Chicago Union Radiator Valve is THE valve for hot water. 
Push it. There is a mighty good field for this product at this time of the 
year. 


SCOTT VALVE MFG. COMPANY 


3963 McKinley Ave. DETROIT, MICH. 


COTT~%-VALVE 


SIGN OF VALUE 


“MORE WEIGHT PER DOLLAR” 
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Bath a Day 
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d Vlovement 


HERE 


effort. 


is no guess this kind of educational 


the 
national 
the 


in 
of 


work 


Long before any manufacturers, dis 


have 
the 


goods scale, 


ol 
efforts 


tributing their on a 


placed a dollar's worth goods in hands of 


commenced 
that des 
be sale 


Someone 


been 
Until 


will 


retailer, educational have 


Sales spring from desire ire has been 


Desire is 
he 


is right, 


aroused and intensified, there no 


founded upon self-interest tells you has 


benefit 
that 
from 


something that will 
what he 


to you 


you If his price 
the 
he 


while 


you 


want has is, you want benefits that 


All 
your 
sath,”’ and the 
fine bathroom 
able 
the 


will come owning it has to do is to 


worth 
the 


sale 


make those benefits seem 
So with “The Story of 
Day The 


depends upon the desire 


Bath-a- 
equipment 


whole 
movement of 


you to in 
be 


into account 


arouse 
of 
there 


are your 


value bathing 
that 
always advancing their 
life 

hard work 
they grow 
great 
they 


community. People taught 
What 
great many people who are 
Many a 
By 
interests. 


must 


we fail to take is 


are a 
stand 
ards of living family humbly 
they 
up, 
numbers 
told 


facilities, 


commences 


street. persistence and 
their The 
better living conditions 
families. If, 


of the benefits of 


in some back 


advance children, 
ask for 


of 


as 


There are 


these through advertising, are 


modern sahitation and bathing 


they include those things in their march forward 

You can hurry that advance in the standards of living 
by consistent efforts along educational lines. There is a 
large field in every city where old-fashioned bathroom 
facilities need to be replaced There are many families 
who still hold to the “Saturday night bath.’’ Teach them 
the bath-a-day habit and vou increase the demands for 
your merchandise. 

You can't get the biggest results by trying to sell bath 
tubs and lavatories and showers, It is necessary first to 


prepare the ground, by showing these people the value of 


such equipment to them Once they are convinced that 
bathing frequently is beneficial, the sale of the equipment 
must follow But vou can’t sell a bathtub to a man who 
sees no need for it 





Delegates from Danville, IIL, at the recent annual convention 
of Illinois Master Plumbers’ Association, in Springfield, Ill. 
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Tubola has been scien- 
tifcally compoundea to oll 
along felt want for a poiishing 
cleanser which will not scratch or 
harm the surface of porcelain or 
enamel ware. This unusual clean- 
ser is especially adaptable for use 
in the home, on soda fountains, 
in grocery or meat shops, etc., 
for the cleaning of marble, enamel, 
or porcelain fixtures. Your cu® 
tomers have been looking for 
Tubola and here it is! 






Cleans ane j 

















The Chamberlain Company. 
TERMINAL WAY , P/TTSBURGH, DA. 
Charmberteim On, Ltd.. 30 Church St. Toronto, Ont . 

















“SAACO”? : 
2 = 








Fig J-71 Fig. J-70 Fig. J-73 


TRAP SCREW FERRULES 


These small but important fittings are made with the 
customary Saacocare and quality workmanship and are 
but three numbers from our complete line 


Catalog on request. 


Sanitary Co. of America, Linfield, Pa. 











A PERFECT JOB 


IS THE RESULT WHEN USING 


s—® The “American” Ground Joint 
Waste Connections with 


Wa y---LEAD RING 


Everyone is interested in this 
new fitting. 








— All Jobbers Should Stock Them 
No, 752 


AMERICAN SANITARY MFG. CO. 


ABINGDON, ILLINOIS 














“GOLD NUGGET” 


BRASS FERRULES 


The manufacture ofquality brass 


ferrules is a specialty wito ua. If 
you want togive your trade high 
grade,accurately madcandnicely 
finished goods-etandardizeonthe 


Richmond Line. Our large ware 
house stocksand unexcelled ship 
ping facilities makes trading with 
usa mosteatisfactory proposition 


RICHMOND 


Foundry&Manufacturing Co. 
RICHMOND, VIRGINIA 
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Armstrong Bros. 


CHAIN PIPE 
VISE | 


DROP FORGED STEEL / 


The Ideal Portable Vise (5a 
RAPID--ST RONG--COMPACT 
y%," to 8 Pipe 
One turn of the handle 
releases or grips pipe 
Write for Catalog 


ARMSTRONG BROS. TOOL CO. 


323 N. Francisco Ave., Chicago, U. S. A. 





a 

























Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply. 


Water Closets for every type or class of 


service 
«) 
Write for catalog 


Frost Proof Closets. Direct flush 
Philip Haas Co., Dayton, O. 


or after flushing. 





THERMAG— 
SNAP ACTION — 





THERMOSTAT 


Makes‘an automatic storage gas water heater of any 
heater and range boiler 


Absolutely positive. 
Endorsed by leading engineers. 
Used exclusively on Sands Storage Systems 


Ask your jobber or write for folder. 


The Sands Mfg. Co. - Cleveland, Ohio 

















TraneTraps 


Fourteen corrugation bel- 
lows. All popular sizes and 
patterns. Standardized 
roughing-in dimensions. 
Any pressure to 25 pounds 
and any vacuum to 15 
inches without special ad- 
justment. Interchange- 
able bellows. Write for 
Trane Bulletin 6B. 


f a? The Trane Company 


La Crosse, Wis. 


204 Cameron Ave. 
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I | il combine the best army story and our usual 
} | Her into one section, entitled 
SUPPOSE HE HAD KICKED THEM! 


soldier's recital 


rt autiful lady was listening to an ex 
t experiences “Why,” he said, I killed six Germans 
mn one day Oh exclaimed the beautiful lady. “How 
1 3 do it?’ “With my good right hand said the ex 
dier Whereupon the beautiful lady exclaimed, “Let me 
tl t tror hand.” 
Now, a second ex-service man standing by did not see why 
should be deprived of the benefits of his war service 


killed twelve 
how did 
triumph at the 
death!” 


That's nothing,” he said “— Germans.” “Oh!"' 
n exclaimed the lady “And 


threw a glance of 


you do it?” 


The second soldier first 


his chest ind said, “Il bit ‘em to 


SHAKE, BROTHER! 
He laughs with glee, but inwardly, 
He'd really like to holler. 
His wife went through his 
She overlooked a dollar. 


pockets—but 


Cc. H. T., Kennett Square, Pa 
HEAVY MAIL IN THIS DEPARTMENT 
Sambo: Mandy, kin I kiss yo’? 
Mand Piggly Wigely 
Sambo: What yvo' all mean, Piggly Wiggly? 
Mand, He'p yo'se’f Lou G. N., Providence. 
PIPE LINES DICTIONARY 
CONSCIENCE 
vhat bootleggers haven't, and what honest men forget 
when making out income tax reports 
DICK 
the colored entleman’s polka dot blues 
EDITOR 
we can't agree on this definition One of the dictionary 
committee .is not an editor and we cannot print his 
I im} 


“SY” SEZ 


When th re made up you can't tell the mother from the 
ghter, except that one is impudent 
I would be perfectly willing to endure the disgrace of hav 
t known that I paid a $50,000 income tax. 
! Virginia they are booming a woman for speaker of the 
Where is the house in which she is not the speaker’? 
DUBLIN PAPERS PLEASE COPY 
(ase Did ve hear about Mike Sure, he fell asleep in 
the bathtub an’ left the water turned on 
Clan An’ did the tub overflow? 

(Casey Loike the d it did Mike sleeps with his mouth 
en RIRACO, Philadelphia 
THIS WEBER'S BTIQUETTE PROBLEM 
What is the proper thing to do if you have taken a mouth- 


} 


tt 


hold in mouth? 


problem. of 


of coffee too hot to swallow or to your 


Our society expert submits this as a great 


oment Many aman has been socially disgraced because he 


dn't know the right thing to do What would you do? 
O'Shea, Oklahoma City, says that education is the thing 
vhich enable aman to count up to twenty without taking 
his shoe ofl 

FREE OF ENCUMBRANCES 

James, aged five, was eating Sunday dinner at his aunt's 
ouse 

The first course was turkey soup with spaghetti in it The 
int noticed James’ reluctance to touch his soup 

What is the matter, dear?” she asked “Don't you like 
rkey soup?” 

Oh, yes,’ answered the boy “T like it when mother makes 





She doesn't put the windpipes in like you do.” 


Valentine's 


Next week brings Day, and the editor begs to 
I all contributors that he has seen all the new comic 
nes He thanks you in advance, so you won't have to send 


= SH 
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} 


would enable your stenographer to make a neat card 


ge 


* 


every day, in letters large enough to read across the 
sidewalk 

Try them out You can't get any better advertising 
than to have people quoting you And they will if you 
make a practice of putting up every day some brief bit of 
wisdom It doesn’t have to relate to your business di 
rectly The thing to do is to get people in the habit of 


looking for what you are going to say next \ reputation 





for saying unusual things is worth money 
Start this week selow we give you seven epigrams, 


one for every day 


OW many great men of history } Fy A properly adjusted tongue runs slower than the mind 
“ | f, 


are remembered for things they 











* * * 
ai ; ra ’ " € 7 y 9 y V . . 
said—-things short and full of thought’ An It’s no disgrace to be poor——at least rich men say so 
school child can tell you who said, “Give me liberty or 3 . 
give me death!” Or ‘United we stand, divided we fall,” : ; 
. = - Don't argue with facts Auto drivers who do know the 
‘““‘My only regret is that I have but one life to give for 
cost, 
my country. ™ ‘a ‘ 


All these short sentences sum up a man’s whole life 
When you break one law, you break all laws 


* * > 


They are struck off at white heat, and they remain in the 
minds of people because they say so much in so few words 
Why stop to argue? Time doesn't 


* © - 


A lot of advertisers have tried to do the same thing 


They have held prize competitions for the best slogan 
pertaining to their product. They wanted something short It takes a good collection system to get what the world 
P . " sae ywes You. 

that summed up the merits of their proposition. Owen yOu 
4 + * 


These epigrams are meant to give the man who uses 
st about the time the old 


them the unusual position any man has in his community, The modern dance starts ji 
when he is able to say things shortly and wisely. With fashioned dance ended 
their touch of humor, they are easily remembered. 

A few cents at the most is the cost of using them You. Charles Kline, Erie, Pa., has offered to give to the city 
can print them on a small blackboard. You can type them a comfort station in the heart of the downtown district 
and put them in your window. Or you can have them Mayor Joseph C. Williams accepted the offer on behalf of 
lettered. You can buy a small stenciling ‘outfit which the city. 


The Club Saves More Fuel 
Than the Residence 


But the percentage of fuel saving due to Adsco Heating 
is about the same for both. 15 to 25 per cent reductions 
of fuel use are frequent. 


Adsco Heating effects economies for owners of all types 
of buildings schools, churches, hotels, apartment 
buildings, office buildings, stores, industrial buildings, 
ete. 


Steam, kept at a few ounces pressure by an Adsco 
regulator, is controlled at each radiator by an Adsco 
Valve. No need for overheating. 


Adsco Heating is economical to install; it is the simplest 

way toheat with steam. No radiator air valves are 

-_ . i Smatatia ts i, a sit . . U'ntverstty Club, Kan- 

needed, in most installations. Can be used in big nyt tie “310.000 

installations with traps, if desired. Hot water systems 22.5 gs 
. » ortan 1€ 4 

can be changed over to Adsco Heating. 5.930 sa. fi. dtrect 

radtation Adsco 

Heating, Svwam fur- 

nished [rom under- 

rite T 53 ground dtstribution 

Write for folder No. A-53-D siaine ef Kansas Cty 

Power and LAght Co. 


AMERICAN |)ISTRICT STEAM COMPANY jysiteres fame 


Mass. F. E. Earle 























GENERAL OFFICES amo WORKS 
- ” Co., Heating Contrac- 
_AWAN) tors. Adden & Par- 
7 Nort Ton AWANDA.N.Y. ker, Architects, Bos- 
} OFFICES: ton. Adsco Heating, Adsco Graduated Pack- 
IE . ee : Indtotdual Botle es ‘pag airings ~ gaa 
NEW YORK CHICAGO SEATTLE — Supply. ‘ Wenn toe os cael 
5 ° e , ae ontrols he ea 
i If interested in heating a group of buildings from a central steam radiator as a faucet 
' generating station, ask for booklet No. 20-D. ntrols water 


 ADSCOHEATING 
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a 4 toward the centers of the lengths of the members as 
/ 12 N / S vell 3 tapered toward the hub portion of the surface 
fd element and means connecting the outer faces of the 


yiter members of all of the air-suction elements 


Heating Department ya 


1.521.869. Regulator for Vapor Heating System. Harry 





1,518,455 Centrifugal Fan Adolph F. Roth, Newark 4. Conners, Cincinnati, Ohio In a draft and damper: 
N. J A centrifugal fan, comprising a baffle urface els regulator, the combination of a furnace, a boiler asso 
ment with a hub portion, a plurality of sets of space ciated with the furnace, a housing, a pipe adapted to 
inter , ir-suction elements fixed on one face of connect the bottom of the housing with the boiler, a cros 
ur ent rrounding the hub portion and arm pivoted to the top of the housing, a lever adapted 
each air-suction element including paced inner and to be pivoted to the top of the furnace, the furnace being 
outer member and the members of each pair of said 
air-suction elements curved approximately similar to the 
Ps 
——— 
o 
P 
\ 
1,518,455 
eurvature of a tube ind all of the air suction elements 1,521,569.°/ 
being disposed radially relative to the hub portion of provided with draft and damper doors, cables adapted 
the irface element Whereby the ixes of aid members to connect the opposite ends of the lever with the draft 
are substantially tangential to the hub portion, the and with the damper door, a float within the housing, 
outer parts of the eds of the ends of the members of a stem carried by the float, means for connecting the 
each pair of the air-suction elements being tapered tem and the cross arm and tor permitting relative move 





KEROSENE WATER 


for your customers. They will save their owners money. 
“Holyoke” Kerosene Water Heaters are compact, 
simple to operate and heat the water quickly. Kerosene 
is a clean, cheap fuel. 








Let us give you more details. Write today! 


HOLYOKE HEATER CO. 


HOLYOKE, MASS. 
ik U.S.A. @ ‘ 


i. 
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ment between the stem and cross arms longitudinally of 
one another, and a cable connecting the cross arm and 
the lever. 
* * . 
922,802. Oil Burner. Frank L. Buff, Wichita, Kan 
\ frusto-conical annular base having an annular pan, 


with an axial opening, 
the base 


outlet, 


a generator, supported axially above 


downwardly directed annular 


vapor 


a plurality 








1,522,802 


heat absorbing elements depending from the periphery 


of the generator and a drip pan spaced from said 
pan afford to the 
said annular pan. 


annular 


to an air passage axial opening of 


. * * 
Weilert, 
oil 


1,522,562. 
Kansas City, 
pipe 
for 


Peter E, 
with a 
fuel 


vane 


Oil-Burning 
Mo. In 
supplying said burner 
with 


Apparatus 


combination burner, an 


for with oil, an air 


supplying said burner air, a controlled by 


air shaft 


fixedly 


the passing through said air pipe, a rock on 


which said vane is fixedly mounted, an eccentric 





1,522,562. 


shaft, a valve for controlling the 


the 


mounted said rock 
flow of 
and closing 


lever 


on 
for 
fixed 


oil pipe, a lever 


and a counterweight 


through 
said valve, 
the 
actuated thereby 

* +” a7 
Mike 
type 


oil 
to said 
and resting on said 


to actuate same 


in order to be 


Miskulin, 
described, a 


Boiler. Zeigler, 
of the 


with each 


1,522, 


In 


589. 


Steam 
Ill. boilers 


supply 


steam steam 
boiler, a 


pipe, a 


pipe associated steam 


pipe in communication with the supply valve in 























each supply pipe, a sprocket wheel connected to the 
of supply line, a single length 
operatively engaging the upper portions of 


each of sprocket chain 


supported thereon at its periphery, 
having a 
of 


pipe 


opening 


eccentric 
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A new member of the Josam family 





Open Seat 
Back-Water 
Sewer Valve 








Other 
Josam 
Products 


All Bronze Work- 
ing Parts 
Bronze Valve Seat 


Cast Grey Iron 
Body 


E jual to extra heavy 


Offset Outlet 


Drains and 
‘| raps for every 


purpose 
soil pipe 


Expansion Joints 


Ve nt Stack 


- Keeps the valve from fouling 
sleeves 

haa 5. Valve open *4 inch 
oil Pipe Except when there is a flow 


Conne ctors 
Back-Water 
Valves 
Check Valves 


Double Eccentn 
Flange Unions 


ot water 


Valve closes 


Under back 
Full Water Way 


The first real improvement 
in many years in 
Back- Water Valves 


slighest pressure 


Combination 
Close t Be nds 


and Fittings Full particulars will be sent 


on request ora nearby Josam 
representative will call 


r 
The Josam Mf¢. Co. 
Factory: Sales Offices: 
Canal Road, 4904 Euclid Bldg., 
Michigan City, Ind. Cleveland, Ohio 


for sale by all Plumbing Houses 








Concrete Inserts 


Josam Products are Supply 





There 
ee 


is a Josam Drain for every purpose 
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Now Better Than Ever 





OHIO Gas 
Water Heater has 
always been recog- 
nized as one of the 
best on the market 
but with the improve- 
ments recently 
effected it is an out- 
standing value that no 
plumbing contractor 
can afford to overlook 
Complete and perfect 
combustion is assured 
by design of burner. 
Shell is flared at bot 
tom to admit second 
ary air and narrowed 
above to confine flame 
close to coils. The 
whole story is too 
long to tell here 
Write for literature 
giving complete 
description 


The New OHIO AE 
Gas Water 


HEATER 


Order thru your jobber 








The OHIO HEATER CO. | 
Columbus, Ohio 





00000000004 


DETROIT No. 2 











The World’s Best BlowTorch 


The preferred torch of the plumbing trade because 
of its quality and day-in, day-cut dependability 
Improved burner produces a sharp blue flame of in 
tense heat. Made to stand abuse as well as use 
Your jobber can supply you at factory price. 


Catalog G on request 


Detroit Torch & Mfg. Co. Detroit, Mich. 


New York Office: 45 Warren St.; Canadian Rep. George P. 
Fraser, 39 Tyndale, Toronto; Kettmann & Ten Eyck Sales Co., 
2131 E. 9th St., Los Angeles, Calif. 


LACEY 
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wheels, a bracket arm secured to one boiler and extend 
ing laterally therefrom in alinement with said length of 
sprocket chain, a weighted slide rod carried by the outer 
end of the bracket arm, means for connecting one end 
of the sprocket chain to the slide rod, a cord having a 
latch pin connected to one end and having its remaining 
end attached to said bracket arm adapted to pass under 
the weighted slide rod for retaining the latter in its 
elevated position for preventing operation of said 
sprocket chain to actuate said valves, and means for re 
leasably holding the cord in such position, said last men 
tioned means including a lever pivoted to said bracket 
arm and having a finger extension adapted to engage the 
latch pin for holding the latter in position extending 
transversely of the top of said bracket arm, and a pull 
cord attached to the free end of said lever for moving 
lever to free latch pin for releasing weighted slide rod 
* + * 

1,522,619 Heating System. William Eichholz, Cicero, 
Ill., assignor to Illinois Engineering Company, Chicago, 
Il] In a heating system, the combination with a return 
tank, of a pipe for returning the water of condensation 
to said tank, a check valve for said pipe, a pipe connect- 
ing the return water pipe to the boiler, a check valve in 
the said boiler pipe connection, a pipe connecting the re 








1,522,619. 
turn tank to the main steam supply pipe, a valve in 
said pipe, a vent pipe connected to the return tank with 
a condenser pipe interposed therein, and arranged to re- 
turn water of condensation, a valve in the condenser 
pipe, a pivoted float in the return tank and actuating 
means whereby the float causes simultaneously a reversal 
of the Valves in the steam pipe and vent pipe. 

* * * 

1,523,268. Ventilating System. Jay R. McColl, Detroit, 
Mich. In a ventilating system for rooms, a ceiling con- 
struction embodying an air conduit having openings in 
its lower side, a diffuser mounted in the lower part of 
the conduit at each opening and comprising sides, a 











1,523,268. 


top and an upright end, vanes extending longitudinally 
of and substantially within the conduit, and an adjust- 
able gate mounted within the conduit adjacent each of 
diffusers to determine proportion of air passing through 
conduit which shall pass through adjacent diffuser. 
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1,522,951 Oil Burner Laurence A. Gilmore, Frank- 
lin, La. An oil burner comprising a tube having a re 
juced portion and enlargements at opposite ends thereof 
integral therewith, the reduced portion having an opening 
therethrough, a shell having its rear end enlarged, said 
shell being screw threaded to one of the enlargements, 
an inwardly extending flange at the forward end of the 
shell overlapping the outer end of the adjacent enlarge 
ment, said shell being spaced from the reduced portion 




















of the tube to provide a conduit for a supporter of com 
bustion and a burner tip fitted to the outer end of the 
oil tube and engaging the adjacent enlargement and 
said flange. 


Plumbing Department 


1,522,120. Hot and Cold Water Mixer. Fred W 
Halder, Portland, Ore. A hot and cold water mixing 
device consisting of a casting provided with a chamber 
therein, two curved inlet ducts within the chamber each 
capable of discharging water in opposite directions therein, 
said ducts passing on the opposite sides of the axis of 
two outlet pipes a short distance beyond said outlet 
pipes, thereby having no direct component opposing the 
flow of water therefrom, two outlet pipes for discharging 
the mixed water, and means for attaching said members 


together, substantially as and for the purpose described. 


“ * * 
1,521,645. Toilet Slab. Alfred Penovi, Port Chester 
N. Y. A toilet slab for water-closets comprising a plate 
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like body for receiving and supporting the bowl of 
ter-closet and having an opening for the soil pipe 


a metallic collar 


opening, said collar 


the ends for engaging with the upper and lowe 


Q 


of said body for 


said slab having 


at the border of 


with a downwardly 


structure serving as a border f 


to co-operate with 





or 


a 
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wa 
and 


said 


structure having integral flanges at 
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1,521,645. 


holding the collar structure 1 


downwardly directed supporting 
said body, and said body being provided 


r 


n 


faces 


p 


lace 


flanges 


directed indentation that is adapted 


said flanges for supporting th 
* + + 


e 


body 


1,521,723 Faucet John W. Somerville, Alfred C 


Tytler, and Mary 


apertured valve 
the inlet port 
slightly tapered 
therein, a stem 
valve member 


Tytler, Santa Cruz, Calif An auxiliary 
within 


member positioned transversely 


a faucet, said valve member 


for 


proper reception within a va 


projecting from the outer end 


and 


lve 


of 


having a squared apertured 


] 


thereon, a centrally apertured plug extending over 


being 


seat 
the 
1ead 
the 
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You want your work to stand up and give satisfaction to 


a card to our nearest sales office. 


BOSTON... Massachusetts Trust Bldg. CLEVELAND.. 
NEW YORK. .Hudson Terminal Bldg. 
PHILADELPHIA......Franklin Trust CINCINNATI. 
Bide CHICAGO.. 
ATLANTA Ath ice aiain arid, Oe Healey Bldg. ST. LOUIS.. 
sige |. ee Oliver Bldg. 


ence, both in working qualities and in the service that it will give. 





your customer. Then take pains to secure good pipe. A 


Union Trust Bldg. 


DETROIT. .First ‘National Bank Bldg. 


Union Trust Bldg. 
Conway Bldg. 


i porn Dispatch Bldg. 
DENVER.. .First National Bank Bldg. 


you have to do is to insist on ““ YOUNGSTOWN.” Any good jobber can supply it. If yours does not have it, dro 


It may look alike, but there is a decided differ 


ll 
p 


THE YOUNGSTOWN SHEET & TUBE CO. 
YOUNGSTOWN, OHIO 
District Sales Offices 


DALLAS Magnolia Bldg. 
SAN FRANCISCO.... Sharon Bldg. 
SEATTLE Central Bldg. 
KANSAS CITY, MO.Commerce Bldg. 
MINNEAPOLIS - Andrus Bldg. 
NEW ORLEANS. Audubon Bldg 


9 
. 


9 
a 


9 
o 





oo 


+. 
a 


oe 


2. 
. 


oe! 


oe 


>. 
. 


oe! 


2. 
. 


oe) 


7 
a 


oe 


Ca) 
Cac’ 


Loot oe! 


2.9.9. % 8 
oeleetess: . 


oe 


to Poatect. 
foefeeery 


2. 


eae 


2. 
~ 


o 


= 


roe’ 


2. 


= 


oosooloes 


2. 
a 


2. 


Soe! 


srrtorioriooioriorioolootoetoeioeioeioolonieetootorieetoetoesoes 











= T is well worth while to select pipe with care. All pipe is not alike. 
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$2.00. One inch $4.00. 








Situations Open 


SALESMAN WANTED — PROMINENT 

manufacturer of pumps and water 
systems requires salesman for Illinois 
territory. The man we are seeking is 
experienced in this line or in plumb- 
ing supply line, thoroughly acquainted 
with the plumbing, electrical and hard- 

ware trade in Illinois. He must have 
a car and furnish a satisfactory record. 
All replies will be confidential Ad- 
dress Key 165, “Domestic Engineering,” 
1900 Prairie Ave., Chicago. 


WANTED: RADIATOR AND BOILER 
salesmen. Please give your sales ex- 
perience during the past six years. Con- 





fidential Union Radiator Co., Johns- 
town, Pa. 
\ rel \LESMA Vi I Jeol 
if 
material Addre ‘ Don 
Hngis 1’ cr 
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MANUFACTURE! I hOoORRER HA 
) tio p r t his ipa 
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I king ring 
19 u ! } " 
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igre 
HELP WANTED HEATING AND 
Vent ting estimator Must have 
\-1 Referer It ipplyving tat 
i r ted t I t tor e 
Mar t irk J 
VANT I COMPETENT BOOK’ 
her mal ! male Mi 
i h ! of tl mbing bu 
I » | ition, ¢ l salary and 
percentage of net profits to the right 
party Must e thoroughly « papetent 
to take t the office Wri e and 


give reference H H Highlands Co 
710 Washington St., Gary, Ind 


8 cents for each word including heading and address. 
Cash must accompany order. 
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Situations Wanted 


SITUATION WANTED: ESTABLISHED 


ilesman covering Middle Atlantic 
State to repre nt manufacturer of 
plumbing n teria elling to jobbers 
Addrs K 259 Domest Eengineer- 
150 Finance Bldg Philadelphia 








SALFSMAD 16 YEARS OLD PHOR 

‘ I d } ng and 
| ! I P I mmediat 
conne ior Address “Salesman, 2600 
High St Des Moines, lowa 


, 
POSITION WANTED: MARRIED MAN, 


age 27 ten year experience esti- 
mating sales promotior ete plumb- 
ins upplis with reputable jobber de- 
sire position with Chicago firm 
Address Key 253 Domestic Engineer 
ing,’ 1900 Prairie Ave Chicago 
SALESMA® ones 15 YEARS’ PRAC- 
al expert nee in New York City 
strict want more lines to jobbers 
Prefer pottery, enameled war rr seats 
Address Key 60 Domestic Engineer- 
ing,” 110 KE. 42nd St Room 906, New 
York Citys 


Count seven words for keyed address. 
Copy should reach us by Monday morning. 








7, 1925 


February 





Minimum 









Miscellaneous 
SALES REPRE 
nti Hr e selling plumbing and heat 
ing contractors in large middle western 
ty wishes an additional high grade 
Addre k 254, Domestic = 
ering,” 1900 "Prairic Ave., Chicag: 


PIPE COUPLINGS 
ana We Pay More = 


Ga besides paying the freight 
==ASK US'= 
oe PIPE & STEEL CO. 


615-617 S. 2nd St. St. Louis, Mo, 


MANI ‘TURERS 








UME | 


Books for Your Trade Library 


UESTIONS AND ANSWERS ON THE 
PRACTICE AND THEORY OF 
STEAM AND HOT WATER HEATING. 
By R. M. Starbuck Fifth edition. A 
ready reference, dealing practically 
and briefly with the different phases 
of Steam and Hot Water Heating, 
acuum and Vapor Heating, Acceler 
ited Hot Water Heating and Pipe Fit- 
ting in connection with Refrigerating 
Plants A valuable work for the heat- 
ing man Covers all the points on 
these subjects he should be familiar 
with Size, 5x7' inches 150 pages 
Price, postpaid, $1.50. 


THE TABLE OF ESTIMATED RADIA 
TION ity Harry hb. VPerrigo. Gives 
the accurate amount of radiation re- 
quired for any size room Computed 
from standard recognized rules and 
simplified to a degree that makes it 
readily understood by any man with 
even a limited knowledge of heating 
Two tables—one for steam and _ the 
other for water—are printed in two 
olors on heavy celluloid 





< making four 
pa s in all. Substantially bound. Size, 
t%4x7\% in Saves time and eliminates 


errors Price, 


PRACTICAL METHODS OF SEWAGE 

DISPOSAL By H. N. Ogden and H. 
B. Cleveland. Covers in detail the 
problem of sewage disposal for resi- 
dences, hotels and institutions where 
connections to city sewers are not 
available. Size, 5%x914 in. 132 pages. 
Cloth. Price, $1.50. 


Books Sent Parcel Post Prepaid 
Domestic Engineering 
1900 Prairie Avenue, Chicago 


postpaid, $1.00. 








HARTMAN INGOT METAL COMPANY 
SMELTERS and REFINERS 








2511-35 W. 21st Street 


Producers of the highest grade Ingot Brass and Bronzes 
Specializing in Ingots for Manufacturers of P 


CHICAGO 


umbing and Heating Brass Goods 


Phone: Lawndale 0827 




















GOOD SERVICE PAYS 


Use the Classified Department of “‘Domestic Engineering” to get What You Want 
You will find ita SERVICE THAT SERVES. 


It is the hardest thing in the world to find and 
the cheapest thing in the world when found. 
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stem and threaded within the side of the faucet, the 


adjacent faces of the plug and valve member having con- 
centrically arranged annular grooves therein, a_ flexible 
washer positioned within said grooves, a substantially 
dish-shaped knurled knob positioned over the squared 
head of the stem, and means for adjustably securing the 
knob to the stem. 
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1,522,261. 
jath Appliance. Edward Thomas Osborn 
Seattle, Wash. <A foot-bath tub comprising a sink pro 
vided with a drainage opening, a stopper for said open 
ing, a sump communicating with said opening and hav 
ing an outlet, a water supply for said sink, and a gutter 
surrounding the sink for carrying the overflow thereof 
into the sump. 
* * * 


1,522,335. Dosing Apparatus. LeRoy K. Sherman, Oak 
Park, Ill., assignor to Randolph-Perkins Company, Chi- 
cago, Ill. In a sewage disposal apparatus, a casing having 
an inlet port and an outlet port, a revoluble stem in said 
casing, and a valve shoe mounted on said stem, said shoe 
having a beveled corner to effect a gradual closing of 


said outlet port 











1,521,985. Automatic Valve for Water Heaters. Wil- 
liam B. Bastian, Los Angeles, Calif. In a water heater, 
the combination of: a valve body; a valve in said body; 
a hollow expansible member in said body connected at 
one end to the valve closure member; a heat conducting 
plug screw seated in a wall of said body, to which plug 
the other end of said expansible member is connected: 
and a solid core formed on said plug projecting into 
said expansible member and into the water circulating 
passage of the water heater. 
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Keeps the 
Bathroom 
Floor Dry 


Separate the shower 
stall from the bath- 
room proper and make 
the job really modern 
and up-to-date. A 
curtain is not the 
proper method, be- 
cause it is unpleasant 
to the touch and soon 
becomes unsightly. 


The C&S 
Shower Door 


presents the real solu 
tion, because it is the 
only door that is 100°; 
waterproof and can be 
so guaranteed to your 
customers. 


There is a size and style 
in the C & S Line to 
meet any requirement. 


SOLD THRU JOBBERS 


New Catalog Now Ready 


Crist & Schilken Co., Inc. 


The PENN 
Vise Post and 
Pipe Bender 


Pays for Itself 
Every 60 Days 


Easily Handled— 
Made in two sizes 


If your jobber does 

not have it, write us 

and give us his name, 

or we can supply 
you direct. 


| 


Made by 


PENN 


Engineering Co. 


Reading - Pa. 








SS 636 Pat. June 12, 1923 


Veee 











Our 
»)) ( atalog 
in 


Ask 
Your 


Jobber 


Soldering 
Nipples 


DOMESTIC 
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AU taal 
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No. 29 


Another Reason for Specifying 
Lion Brand Guaranteed 
Dowelled Seats 


Every foot of lumber used in making Lion 
Brand Seats is kiln dried at our plant. 
This eliminates all chance of the wood ab- 
sorbing moisture before being fabricated 
which would later cause checks and cracks. 


The Olmstead-Thomson Mfg. Co. 


New Britain, Connecticut 


QRESTIGE 


Your Problem 
is 
Our Problem 


Quality Metal 
re 
Accurate Machining 
+ 


Inspection 





Our 
Phoenix Product MARIE: 


Your Solution 
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Buyers’ Directory 





ACETYLENE (IN CYLINDERS) | 
| Smith Co., H. B., Westfield, Mass 


Prest-O-Lite Co., Inc., New York. 


ASBESTOS PRODUCTS 


Johna-Manville, Inc., New York. 
National Asbestos Mfg. Co., Jersey 
City, N. J 


BATHROOM ACCESSORIES 

American Enameled Products Co., 
Chicago. 

Beaton & Cadwell Mfg. Co., New 
Britain, Conn. 

Bridgeport Brass Co., Bridgeport, 
Conn. 

Morency-Van Buren Mfg. Co., Stur- 
gis, Mich. 

Wise Co., Inc., J.B., Watertown, N.Y. 


BATH TUBS, ENAMELED IRON 
Crane Co., Chicago. 

Kohler Co., Kohler, Wis. 

Rundle Mfg. Co., Milwaukee. 
Standard San. Mfg. Co., Pittsburgh. 
U. 8. San. Mfg. Co., Pittsburgh. 


BENCHES, PIPE, PORTABLE 
Martin & Sons, H. P., Owensboro, 


BENDERS, PIPE 
Martin & Sons, H. P., Owensboro, 


y. 
Penn Eng. Co., Reading, Pa. 


BENDS, CLOSET 

Compound Inj. & Specialty Co., 

Chicago. 
Eastern Fdy. Co., Boyertown, Pa. 
Greenwood Mfg. Co., Detroit. 
Groeniger Mfg. Co., Columbus, O. 
Josam Mfg. Co., The, Cleveland. 
Richmond Fdy. & Mfg. Co., Inc., 

Richmond, Va. 
Sanitary Co. of America, Linfield, 

Pa. 

BIDETS 


Maddock's Sons Co., Thos., Tren- 
ton, 


BLOWPIPES, LEAD BURNING, 
WELDING AND CUTTING 
Oxweld Acetylene Co., Long Island 

City, N. Y. 


BOILERS, GAS 


Bryant Heater & Mfg. Co., Cleve- 
land. 


BOILERS, HEATING, HOT 
WATER AND STEAM 


Abendroth Bros., Port Chester, N.Y. 

American Radiator Co., New York, 

Bryant Heater & Mfg. Co., The, 
Cleveland, O. 

Burnham Boller Corp., Irvington, 


x. ¥. 

Continental Heater Corp., Dun- 
kirk, N. 

General Boilers Co., Waukegan, Il. 

Gorton & Lidgerwood Co., New 
York. 

Gurney Heater Mfg. Co., Boston. 

Heggie Simplex Boller Co., Jollet, 
Ill 


Herbert Boller Co., Chicago. 
Illinois Matieable Iron Co., Chicago. 
International Heater Co., Utica, N.Y. 
Kewanee Boller Co., Kewanee, III. 
Page Boiler Co., Wm. H., New York. 
Richardson & Boynton, Co., New 
York City. 
Richmond Radiator Co., New York 
City 


Smith Co., H. B., Westfield, Mass. 


BOILERS, HEATING, HOT 
WATER AND STEAM, 
MAGAZINE FEED 


American Radiator Co., New York. 

Gorton & Lidgerwood Co., New 
York. 

Herbert Boiler Co., Chicago. 

Pierce, Butler & Pierce Mfg. Corp., 
New York. 

Weil-McLain Co., Chicago. 

Wilks Mfg. Co., 8. Chicago. 


BOWLS, WATER CLOSET 
Chicago Pottery Co., Chicago. 
Crane Co., Chicago. 

Douglas Co., John, Cincinnati. 

Kohler Co., Kohler, Wis. 

Maddock’'s Sons Co., Thomas, Tren- 
ton, N.J. 

Standard San. Mfg. Co., Pittsburgh. 

Zwermann Co., Robinson, IIl. 


BRACKETS OR HANGERS, 
RADIAT 

American Radiator Co., Buffalo. 

Carty & Moore Eng. Co., Detroit. 

Gleockle, Jr., A. F., Rochester, N.Y. 

Grinnell Co., Providence, R.1. 


Mention Domestic ENGINEERING when writing advertisers. 








Healy-Ruff Co., Minneapolis, Minn. 


BRACKETS, SINK 


Eastern Fdy. Co., Boyertown, Pa. 

Illinois Malleable Iron Co., Chicago. 

Richmond Fdy. & Mfg. Co., Inc., 
Richmond, Va. 

Riverside Foundry & Galv. Co., 
Kalamazoo, Mich. 

Sanitary Company of America, Lin- 
field, Pa. 

Wessels & Sons, D. D., Detroit. 


BRASS GOODS, GAS 


Central Brass Mfg. Co., Cleveland. 
Crane Co., Chicago. 

Haydenville Co., Haydenville, Mass 
Mueller Co., Decatur, III. 


BRASS GOODS, STEAM 


American Radiator Co., Buffalo. 
Capitol Brass Works, Detroit. 
Crane Co., Chicago. 
Detroit Lubricator Co., Detroit. 
Fulton Co., The, Knoxville, Tenn. 
Haydenville Co., Haydenville, Mass. 
Jenkins Bros., New York. 
7 Valve Mfg. Co., Elmira, 
N. ° 
Ohio Brass Co., Mansfield, O. 
Penberthy Injector Co., Detroit. 


BRASS GOODS, WATER 
Capitol Brass Works, Detroit. 
Central Brass Mfg. Co., Cleveland. 
Crane Co., Chicago. 

Haydenville Co., Haydenville, Massa. 

Jenkins Bros., New Yor 

Kennedy Vaive Mfg. Co., Elmira, 
N. ¥ 


Morency-Van Buren Mfg. Co., Stur- 
gis, Mich. 

Mueller Co., Decatur, III. 

Ohlo Brass Co., Mansfield, O. 

Penberthy Injector Co., Detroit. 

Ryan & Co., J. J., Chicago. 

Trenton Brass & Machine Co., Tren- 
ton, N.J. 

Union Brass & Metal Mfg. Co., St. 
Paul. 

Wolverine Brass Works, Grand 
Rapids, Mich. 

Woodward-Wanger Co., Philadel- 
phia. 


BURNERS, GARBAGE 
General Bollers Co., Waukegan, III. 
Herbert Boller Co., Chicago. 
Illinois Malleable Iron Co., Chicago. 
Kewanee Boller Co., Kewanee, Ill. 
Wilks Mfg. Co., 8., Chicago. 


CABINETS, BATHROOM 
American Enameled Products Co., 
Chicago. 
Cabranette Corp., Chicago. 


CATCH BASINS, ACID PROOF 
Duriron Co., Inc., Dayton, O. 


CATCH BASINS, CAST IRON 
Compound Inj. & Spec. Co., Chi- 
cago. 
Eastern Fdy. Co., Boyertown, Pa. 
Illinois Malleable Iron Co., Chicago. 
Wade Iron San. Mfg. Co., Chicage. 


CEMENT, IRON AND PIPE 
JOINT 


Johns-Manville, Inc., New York. 

Northwestern Chemical Co., Mari- 
etta, O. 

Rutland Fire Clay Co., Rutland, Vt. 

Smooth-On Mfg. Co., Jersey City. 


CHAINS PLUMBERS’ 


Bead Chain Mfg. Co., Bridgeport, 
Conn. 


CLEANING COMPOUNDS 


Chamberlain Co., Pittsburgh. 

Hercules Chemical Co., New York 
City. 

Porcela-Radazx Co., New Brighton, 


Pa. 
Rutland Fire Clay Co., Rutland, Vt. 


CLEAN-OUTS, CAST IRON 
Blake Specialty Co., Rock Island, 
nl. 


Compound Inj. & Specialty Co., 
Chicago. 

Eastern Fdy. Co., Boyertown, Pa. 

Estabrook’s Sons, R., So. Boston. 

Greenwood Mfg. Co., Detroit. 

Groeniger Mfg. Co., Columbus, O. 

Phoenix Brass Fdy., Irvington, N.J. 

Richmond Fdy. & Mfg. Co., Inc., 
Richmond, Va. 

Sanitary Company of America, Lin- 
field, Pa. 


—— 
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COCKS, BALL 
American Pin Co., Waterbury, 
Conn. 
Boston Brass Co., Waltham, Mass. 
Curtin Valve Co., A. F., Medford, 
Mass. 
Nouglas Co., John, Cincinnati. 
Haydenville Co., Haydenville, Mass. 
Illinois Malleable Iron Co., Chicago. 
McShane Bell Fdy. Co., Baltimore. 
Morency-Van Buren Mfg. Co., Stur- 
gis, Mich. 
Mueller Co., Decatur, Ill. 
Northern Indiana Brass Co., 
hart, Indiana. 
Phoenix Brass Fdy., Irvington, N.J. 
Republic Brass Co., Cleveland. 
Sherwood Brass Works, Detroit. 
Union Brass & Metal Mfg. Co., St. 


Co., Ft. Wayne, 


Elk- 


Paul. 
Van Arnam Mfg. 
Ind 


Wolverine Brass Works, Grand 
Rapids, Mich. 

Woodward-Wanger Co., Philadel- 
phia. 


COCKS, GAUGE 
Capitol Brass Works, Detroit. 


COMPOUNDS, BOILER SEALING 
ae Chemical Co., New York 


ty. 
Johns-Manville, Inc., New York. 
Northwestern Chemical Co., Mari- 


etta, O. 

Smooth-On Mfg. Co., Jersey City, 
N. 

“X’ Laboratories, New York. 


CONDUIT VITRIFIED TILE FOR 
UNDERGROUND PIPE 
Ric-Wil Co., Cleveland. 


COOLERS, WATER 
Douglas Co., John, Cincinnati. 
Mueller Co., Decatur, III. 

Puro Sanitary Drinking Fountain 
Co., Haydenville, Mass. 
Taylor Co., Halsey, Warren, O. 


COUPLINGS, RANGE BOILER 
Haydenville Co., Haydenville, Mass. 


Riverside Boller Wks., Inc., Cam- 
bridge, Mass. 


COUPLINGS, UNION 
Capitol Brass Works, Detroit. 
Crane Co., Chicago. 

Illinois Malleable Iron Co., Chicago. 
Woodward-Wanger Co., Philadel- 
phia, 


COVERING, BOILER AND PIPE 
Johns-Manville, Inc., New York. 
Rutland Fire Clay Co., Rutland, Vt. 


COVERING FOR UNDER- 
GROUND PIPE 
Ric-Wil Co., Cleveland. 


CURTAINS, SHOWER BATH 
Sanitary Bath Curtain Mfg. Co., 
New York. 


CUTTERS, PIPE 


Armatrong Bros., Tool Co., Chicago 
Armstrong Mfg. Co., Bridgeport, 
Conn. 


Borden Co., Warren, O. 
Crown Die & Tool Co., Chicago. 
Duriron Co., Inc., Dayton, oO. 
Greenfield Tap & Die Corp., Green- 
fleld, Mass. 
Nye Tool & Mach. Works, Chicago. 
Toledo Pipe Threading Machine 
Co., Toledo, O. 
Woodward-Wanger Co., 
phia. 
CUTTING APPARATUS, 
ACETYLENE 
Oxweld Acetylene Co., Long Island 
City, N. Y. 
DOORS, SHOWER BATH 
Crist & Schilken Co., Inc., Pitts- 
burgh. 
DRAIN BOARDS 
Trageser Steam Copper Wks. 


Philadel- 


John, New York. 
Van Arnam Mfg. Co., Ft. Wayne, 
Ind, 


DRAINERS, CELLAR 
Braender Drainer Co., New York. 
Chicago Pump Co., Chicago. 
Eastern Fdy. Co., Boyertown, Pa. 
Haydenville Co., Haydenville, Mass. 
Kemp Mfg. Co., C. M., Baltimore. 
Penberthy Injector Co., Detroit. 


DRAINS, FLOOR, ACID PROOF 

Duriron Co., Inc., Dayton, O. 

DRAINS, FLOOR AND GARAGE 

Blake Specialty Co., Rock Island, 
Il. 

Inj. Co, 


Compound & Specialty 


Chicago. 





Crampton-Farley Brass Co., Kan- 
sas City, Mo. 

Douglas Co., John, Cincinnati. 

Eastern Fdy. Co., Boyertown, Pa. 

Greenwood Mfg. Co., Detroit. 

Groeniger Mfg. Co., Columbus, O. 

Josam Mfg. Co., Michigan City, Ind. 

Richmond Fdy. & Mfg. Co., Inc., 
Richmond, Va. 

Sanitary Company of America, 
Linfield, Pa. 

Street & Kent Mfg. Co., Chicago., Il. 

Wade Iron San. Mfg. Co., Chicago 


DRAINS, REFRIGERATOR 
~—— Specialty Co., Rock Island, 
Compound Inj. & Spec. Co., Chi- 

cago. 

Eastern Fdy. Co., Boyertown, Pa 
Greenwood Mfg. Co., Detroit. 
Josam Mfg. Co., The, Cleveland. 
Richmond Fdy. & Mfg. Co., Inc., 

Richmond, Va. 

Riverside Foundry & Galv. 
Kalamazoo, Mich. 
Sanitary Company of 

Linfield, Pa. 


Co., 


America, 


DRAINS, ROOF 
Josam Mfg. Co., Michigan City, 
nd. 
Groeniger Mfg. 


Co., Columbus, O 


DRAINS, SHOWER 

Blake Specialty Co., Rock Island, 

Ill, 
— Inj. & Spec. Co., Chi- 

ago. 

moataen Fdy. Co., Boyertown, Pa 
Greenwood Mfg. Co., Detroit. 
Groeniger Mfg. Co., Columbus, O. 
Josam Mfg. Co., The, Cleveland. 
Phoenix Brass Fdy., Irvington, N. J. 


Richmond Fdy. & Mfg. Co., Inc., 
Richmond, Va. 
Sanitary Company of America, 


Linfield, Pa. 
Street & Kent Mfg. Co., Chicago, Ill 
Speakman Co., Wilmington, Del.. 


ELECTRIC —— a POWER 


Kohler Co., Kohler, Wis. 


FANS, EXHAUST, ACID-PROOF 
Duriron Co., Dayton, O. 


FAUCETS, LAUNDRY TRAY 
Acme Brass Works, Detroit. 
Capitol Brass Works, Detroit. 
Ryan & Co., J. J., Chicago. 
Street & Kent Mfg. Co., Chicago, Il. 
Union Brass & Metal Mfg. Co., 

St. Paul, Minn. 


FERRULES, BRASS 
Douglas Co., John, Cincinnati. 
Haydenville Co., Haydenville, Mass. 
Mueller Co., Decatur, Il. 

Phoenix Brass Fdy., Irvington, N. J, 


FERRULES, IRON 
Eastern Fdy. Co., Boyertown, Pa. 
Illinois Malleable Iron Co., Chicago. 
Richmond Fdy. & Mfg. Co., Inc., 

Richmond, Va. 
Sanitary Co. of America, Linfield, 
Pa. 


FERRULES, LEAD 
Eagle-Picher Lead Co., Cincinnati. 
Raymond Lead Works, Chicago. 


FILTERS, WATER, PRESSURE 
Graver Corp., BE. Chicago, Ind. 


FITTINGS, LEA 
Raymond Lead Works, Chicago. 


FITTINGS, PIPE, BRASS 
Crane Co., Chicago. 
Haydenville Co., Haydenville, Mass. 
McRae & Roberts Co., Detroit. 
Mueller Co., Decatur, Ill 
Street & Kent Mfg. Co., Chicago, Ii. 
Walworth Mfg. Co., Boston. 
Wolverine Brass ‘Works, Grand 

Rapids, Mich. 


FITTINGS, PIPE, MALLEABLE 
Crane Co., Chicago, 

Grabler Mfg. Co., Cleveland. 
Grinnell Co., Providence, R. I. 
Tilinois Malleable Iron Co., Chicago. 
Kennedy Valve Mfg. Co., Elmira, 


N. Y. 
Walworth Mfg. 
FLANGES, CLOSET, SHORT 
HORN 
Greenwood Mfg. Co., Detroit. 


FLANGES, ROOF 
Bullard Specialty Co., Tiffin, O. 


Co., Boston. 
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No. 126-130 


BOOSEY’S 
Seepage Shower Traps 


in design and construction are the most 
advanced and improved device of their 
kind. They have been developed by a 
practical sanitary engineer with the idea 
of making them the most satisfactory and 
most easily installed drains in the world. 
The No. 126-130 can be furnished with 
N. P. Brass or Benedict Nickel strainers. 
There is a seepage drain head and trap for 
every purpose in the complete Boosey 


Line. 


Write for Catalog 


The Greenwood Mfg. Company 
5140 Hamilton Ave. Detroit, Mich. 
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eT 


The 
Hessler 
Adjustable 


Roof 
Flange 


AACN ELL 


mBMUNT LNA ANY 





er-it- M18). 





Takes the trouble and grief out of 
flashing vent pipes. One man can do 
the job in ten minutes. No hot lead, 
oakum or putty needed—and no other 
tool than a hammer. Instantly ad- 
justed to the pitch of any roof. Suit- 
able for standard or extra heavy pipe. 
Made in six sizes in galvanized or 
solid copper. 


If your jobber cannot supply you 
write us—we can. 


H. E. HESSLER COMPANY 
SYRACUSE NEW YORK 











UTTAR HH 
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Sales Executive Available 








Sales executive open for position where his energies can be 
profitably used in larger field of opportunity 

For several years engaged as Western Sales Manager by 
nationally known manufacturer of products distributed 
through the plumbing trade Thoroughly familiar with 
principles of advertising and has directed sales promotion 
activitic Broad experience with jobbing and retain 
phases of distribution. A hard worker with initiative, 
executive ability, personality and judgment College 
education, American, marric d, age 33 Would like to 


onnect with progressive manufacturing organization. 


, Domestic Engineering, 
Ave 


Address Key 262 


1900 Praiele , Chicago, II. 











Dont BeContent 


With Ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 
All Lead—Copper —Galvanized 
ron 
Every Flashing Adjustable 
Every Flashing Perfect 





Manufactured only by 


SIMPLEX MFG.COMPANY, 213 W. Austin Ave., Chicago 


Canadian Representative 


W. H. Cunningham & Hill, Ltd., Toronto, Ont. 











IT CAN’T BE DONE 


How can you expect to sell a 
complete plumbing and heating 
installation to a Suburban 
Home Owner if you don’t first 
sell them a Septic Tank to care 
for the waste ? 


Reco SepticTanks 


Are best by test, for there ie never 
a comeback. 


It is built scientifically and mechen- 
ically correct of the t materiale 
obtainable. It is light in weight and 
quickly and easily installed. 


If your jobber cannot supply you, write 
Richmond Engineering Co. 
930 Brook Ave. Richmond, Va. 





Pat. Applied Fer 




























sXPDNC” 


Reverse Trap 
XPDNC Reverse Trap 
Closet of lat I 
bodies the newest ideas in 
Reverse Trap construction. 
It is offered | 
powerful working, cles 
lv designed clo 
type is desired. 
Ask your nearest Jobbe 
for it. 
Made of Castex Whitest 
Vitrified China 
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Butler Mfg. Co., Minneapolis. 
DuBois Co., F. N. New York City. 
Eagle-Picher Lead Co., Cincinnati. 
Groeniger Mfg. Co., Columbus, O. 
Harker Mfg. Co., Cincinnati. 
Hessler Co., H. EB., Syracuse, N. Y. 
Josam Mfg. Co., The, Cleveland. 
Midland Metal Mfg. Co., Kansas 
City, Mo. 
Raymond Lead Works, Chicago. 
Simplex Mfg. Co., Chicago. 


FLOATS, COPPER 
Frost Mfg. Co., Kenosha, Wis. 
Haydenville Co., Haydenville, Mass. 
Reichert Float & Mfg. Co., Toledo. 
Wolverine Brass Works, Grand 
Rapids, Mich. 


FOUNTAINS, DRINKING 


Acme Brass Works, Detroit. 

Central Brass Mfg. Co., Cleveland 

Chicago Faucet Co., Chicago. 

Chicago Pottery Co., Chicago. 

Crane Co., Chicago. 

Douglas Co., John, Cincinnati. 

Haines, Jones & Cadbury Co. 

Philadelphia. 

Haydenville Co., Haydenville, Mass. 

Imperial Brass Mfg. Co., Chicago. 

Johns-Manville, Inc., New York. 

Kohler Co., Kohler, Wis. 

Mueller Co., Decatur, Ill. 

Ryan & Co., J. J., Chicago. 

Slee San. Mfg. Co., Pittsburgh. 
or Co., Halsey W., Warren, O. 

U. 8. Ban. Mfg. Co., Pittsburgh. 


FRAMES, LAUNDRY TRAY 
Chicago Granitine Mfg. Co., Chi- 
cago 
Wesely Co., Chas., Chicago. 
Wessels & Sons, D. D., Detroit. 
FRAMES, SINK 
Weasels & Bons, D. D., Detroit. 
FURNACES AND BLOW 
TORCHES, PLUMBERS’ 
Bernz Co., Otto, Newark, N. J. 


Clayton & Lambert Mfg. Co., De- 
troit. 
Detroit Torch & Mfg. Co., Detroit. 


Double Blast Mfg. Co., N. Chicago, 
Turner Brass Works, Sycamore, IIL 


FURNACES, WARM AIR 
Richardson & Boynton Co., 
York. 


GARBAGE CONTAINERS, KIT- 
CHEN SINK 


New 


Ohlo Metal Utensll Co., Cleveland. 
GAS LIGHTERS FOR WATER 
HEATERS 


Ever Ready Gas Heater Vaive Co., 
Detroit. 
Johnson-Murphy Co., Detroit. 


GASKETS, ASBESTOS 
Johns-Manville, Inc., New York. 


GASKETS, RUBBER 
Wolverine Brass Works, 
Rapids, Mich. 


GASOLINE 8TORAGE SYSTEMS 

Goulds Mfg. Co., Seneca Falls, N. ¥. 

Koven & Bro., l. O., New York. 

Trageser Steam Copper Works, J., 
New York. 


Grand 





—— STEAM AND 
LTITUDE 
American Distries Steam Co., No. 
Tonawanda, N. Y. 
Capitol Brass Works, Detroit. 
GAUGES, WATER 
Beaton & Cadwell Mfg. 
Britain, Conn. 
Capitol Brass Works, Detroit. 
Detroit Lubricator Co., Detroit. 
Ohio Brass Co., Mansfield, O. 
Penberthy Injector Co., Detroit. 
Penn Engineering Co., Philadelphia. 


GENERATORS, HOT WATER 
Honeywell Heating Specialty Co., 
Wabash, Indiana. 


GENERATORS, STEAM 
Wilks Mfg. Co., 8. Chicago. 


GLOVES, ASBESTOS 
Oxweld Acetylene Co., Long Island 
City, N. Y. 


HANGERS, PIPE 
Beaton & Cadwell Mfg. Co., New 
Britain, Conn. 
Bishop & Babcock Co., Cleveland. 
Crane Co., Chicago. 
Grinnell Co., Providence, R.I. 
Illinois Malleable Iron Co., Chicago. 
Penn Engineering Co., Philadelphia. 
Riverside Fdry. & Galv. Co., Kala- 
mazoo, Mich. 
Wolverine Brass Works, Grand 
Rapids, Mich. 


HEATERS, GARAGE 
American Radiator Co., Buffalo. 
Richardson & Boynton Co., New 


Co., New 


York. 
Wilks Mfg. Co., 8. Chicago. 


HEATERS, WATER COAL 
Abendroth Bros., Port Chester, N. Y. 
American Radiator Co., New York. 
Burnham Boller Corp., Irvington, 

Y 


N.Y. 
Cox Stove Co., Abram, Philadelphia. 
Gorton & Lidgerwood Co., New 
York. 
Gurney Heater Mfg. Co., Boston. 
Herbert Boller Co., Chicago. 
Illinois Malleable Iron Co., Chicago. 
International Heater Co., Utica,N.Y. 
Kewanee Boller Co., Kewanee, Ill. 
Page Boller Co., Wm. H., New York. 
Pierce, Butler & Pierce Mfg. Corp., 
New York. 
Richardson & 
York. ‘ 
Richmond Radiator Co., New York. 
Smith Co., H. B., Westfield, Mass. 
Weil-McLain Co., Chicago. 
Wilks Mfg. Co., 8. Chicago. 


HEATERS, WATER, COAL, 
BRASS COIL 


Boynton Co., New 


Cleghorn Co., Boston, Mass. 
HEATERS, WATER, ELECTRIC 
Christian Electrical Corp., Detroit. 


HEATERS, WATER, GAS 
EverHot Heater Co., Detroit. 
Hotstream Heater Co., Cleveland. 
Humphrey Co., Kalamazoo, Mich. 
Ohio Heater Co., Columbus, O, 
Riverside Boller Wks., Cambridge, 
John, 


Mass. 
Wood Mfg. Co., Consho- 


hocken, Pa. 
HEATERS, WATER, INDIRECT 


American District Steam Co., No 
Tonawanda, Y. 


WATROUS 


Patent Plumbing Specialties 


Duo-Jet Closets and Flush 
Valves; Urinals, Self-closing 


Cocks; Liquid Soap Fixtures; 


Drinking Fountains, etc. 


Send for our Catalog 


IMPERIAL BRASS MANUFACTURING CO. 


510 S. Racine Ave. CHICAGO, ILL. 


CHICACO POTTERY CO. 


ILL 








1924-40 CLYBOURN AVE. CHICACO 


Mention Domestic ENGINEERING when writing advertisers. 




















February 7, 1925 


DOMESTIC 





Buyers’ Directory 





| 
Davis Eng. Corp., New York City. | 


Excelso Speciality Wks, Buffalo. 

Hotstream Heater Co., Cleveland. 

Riverside Boller Wks., Cambridge, 
Masa. 

Robbins, Gamwell & Co., Pittsfield, 


Mass. 
Thermal Appliance Co., New York, 
Whitlock Coll Pipe Co., Hartford, 
Conn. 


HEATERS, WATER, KEROSENE 
Holyoke Heater Co., Holyoke, 
M 


ass. 
Hotstream Heater Co., Cleveland. 


HEATERS, WATER, STEAM 
American District Steam Co., No. 
Tonawanda, N.Y. 
Excelso Specialty Works, Buffalo, 
Hotstream Heater Co., Cleveland. 
Powers Regulator Co., 
Thermal Appliance Co., New York. 


HEATERS, WATER, STORAGE, 
COAL 
Wilks Mfg. Co., 8. Chicago. 


HEATERS, WATER, STORAGE, 
° GAS 


Christian Electrical Corp., Detroit. 

Crane Co., Chicago. 

EverHot Heater Co., Detroit. 

Goodman Automatic Water Heater 
Co., Inc., Brooklyn. 

Koil-Les Heater Co., Geneva, IIL 

Riverside Boiler Wks, Cambridge, 
Mass. 


HEATING SPECIALTIES, HOT 
WATER 


American Radiator Co., Buffalo. 

Bishop & Babcock Co., Cleveland. 

Fulton Co., The, Knoxville, Tenn. 

Honeywell Heating Specialties Co 
Wabash, Indiana. 

Minneapolis Heat Regulator Co., 
Minneapolis, nn. 

Powers Regulator Co, Chicage. 


HEATING SPECIALTIES, STEAM 


American Radiator Co., Buffalo. 

Bishop & Babcock Co., Cleveland. 

Crane Co., Chicago. 

Dunham Co., C. A., Chicago. 

Fulton Co., The, Knoxville, Tenn, 

Honeywell Heating Specialties Co. 
Wabash, Indiana. 

Illinois Engineering Co., Chicaga 

Jobns-Manville, Inc., New York. 

Lytton Mfg. Corp., Franklin, Va. 

Minneapolis Heat Regulator Co., 
Minneapolis, Minn. 

O-E Speciality Mfg. Co., Milwaukee 

—— & Boynton Co., New 

r 


) 
Sterling Eng. Co., Milwaukee. 


HEATING SPECIALTIES, 
VACUUM AND VAPOR 


American District Steam Co., No, 
Tonawanda, N.Y. 

American Radiator Co., Buffalo. 

Bishop & Babcock Co., Cleveland, 

Dunham Co., C. A., Chicago. 

Fulton Co., The, Knoxville, Tenn, 

Honeywell Heating Specialties Co., 
Wabash, Indiana. 

Illinois Engineering Co., Chicago. 

O-E Specialty Mfg. Co., Milwaukee, 





Penberthy Injector Co., Detroit. 
Sterling Eng. Co., Milwaukee. 
Trane Co., La Crosse, Wis. 


HINGES, TOILET SEAT 


Grand Haven Brass Fdy., Grand 
Haven, Mich. 


HUMIDITY CONTROL 


Fulton Co., The, Knoxville, Tenn. 
Powers Regulator Co., Chicago. 


HYDRANTS 
Haydenville Co., Haydenville, Maas. 
Illinois Malleable Iron Co., Chicago. 
Kemp Mfg. Co., C. M., Baltimore. 
Mueller Co., Decatur, Ill. 

Vogel Co., Jos. A., Wilmington, Del. 


INGOT METAL 
Braender Drainer Co., New York. 
Hartman Ingot Metal Co., Chicago. 


INJECTORS 
Penberthy Injector Co., Detroit. 


INSERTS, CONCRETE PIPE 
Grinnell Co., Providence, R.I. 


INSULATION, UNDERGROUND 
PIPE 


Ric-Wil Co., Cleveland. 
JOINTS, EXPANSION 
Badger & Sons Co., E. B., Boston. 


Gerstein Bros. & Cooper, So. Bos- 
ton, Masa. 


LAVATORIES, ENAMELED 
IRON 


Conemaugh Iron Works, Latrobe, 
Pa. 

Crane Co., Chicago. - 
Jones Hollow Ware Co., Baltimore. 
Kohler Co., Kohler, in 

Richmond Radiator Co., New York. 
Standard San. Mfg. Co., Pittsburgh 
U.S. Sanitary Mfg. Co., Pittsburgh. 


LAVATORIES, PORCELAIN 
Woodbridge Ceramic Corp., Wood- 
bridge, N. J. 
LAVATORIES, VITREOUS CHINA 
Crane Co., Chicago. 


Douglas Co., John, Cincinnati. 
Maddock’s Sons Co., Thomas, Tren- 
ton, N.J 


Standard San. Mfg. Co., Pittsburgh. 
Universal San. Mfg. Co., New Cas- 
tle, Pa. 
LEAD FOR PLUMBERS 
F. N. DuBois Co., Inc., New York. 
Eagle-Picher Lead Co., Cincinnatl 
Raymond Lead Works, Chicago. 


LEGS, LAUNDRY TRAY 
Eastern Fdy. Co., Boyertown, Pa. 
Illinois Malleable Iron Co., Chicago. 
Richmond Fdy. & Mfg. Co., Inc., 

Richmond, Va. ‘ 
Riverside Fdry. & Galv. Co., Kala- 
mazoo, Mich. 
Sanitary Company of 
Linfield, Pa. 


LEGS, SINK 


Eastern Fdy. Co., Boyertown, Pa. 
Illinois Malleable Iron Co., Chicago. 


America, 


Richmond Fdy. & Mfg. Co., Inc., 
Richmond, Va. 
Sanitary Company of America, 


Linfield, Pa. 

















41 EAST 42nd STREET 





PIERCE, BUTLER & 
PIERCE MFG. CORP. 


Makers of. 


GOoD BOILERS AND 
RADIATORS 


BRANCHES IN ALL PRINCIPAL CITIES 


GENERAL OFFICES 








NEW YORK, N. Y. 
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No Roof Is 
Superior to 
Its Flange— 


Therefore, some PLUMBER is 
the father of every leaky roof. 


THE BULLARD ROOF FLANGE 


is acknowledged as the only PERFECT 
FLANGE by busy men who have made satis- 
fying installations. 

THE BULLARD SPECIALTY CO., Tiffin, Ohio 

























The SQUARE 
BOSTON 
Grease Trap 


Like the famous Round 
Boston Grease Trap the 





where the space is limited, 
but is just as efficient as 
the round pattern. 


R. ESTABROOK’S SONS 


Ist and C. Streets Se. Boston, Mass. 

















UNCONDITIONALLY GUARANTEED 


»>ARROW> 


TRADE MARK 





PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 

The Novelty Steam Boiler Works Company 

t. MD. 


Factory, 917-929 S. Howard St. BALTIMOR 

















ee 
RADIATOR HANGER 





%" pipe 
_- 


NLY one bolt per hanger. It 


requires no accurate placing 
since hangers have both lateral and 
vertical adjustments. 








Write for ALL the advantages 


HEALY-RUFF CO. 


770 Hampden Ave 


ST. PAUL MINN. 


Style R 
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RAYMOND’S 


are not CAST—but made 


PRICES NO HIGHER than asked for IMITATIONS 
Use No Other 


RAYMOND LEAD WORKS 
735 Seo. Washtenaw Ave. 


CHICAGO, ILL. 














The Standard 
of Plates 





manufacture. 


The No. 10 Plate is the result of the 
most careful designing and painstaking 
The springs which hold it 
in place are carefully tempered, and it 









Buyers Directory 





LEVERS, FLUSH VALVE 
Curtin Valve Co., A. F., Medford, 
Mass. 
Ireland & Matthews Mfg. Co., 
Detroit. 


Imperial Brass Mfg. Co., Chicago. 


Milwaukee. 
Imperial Brass Mfg. Co., Chicago. 
Morency-Van Buren Mfg. Co., Stur- 
gis, Mich. 
Powers Regulator Co., Chicago. 
Speakman Co., Wilmington, Del. 
Street & Kent Mfg. Co., Chicago, Ni. 
MOTORS, ELECTRIO 
Century Electric Co., St. — Ma 
NIPPLES, WROUGH 
Fretz Jr. Co., 8. &., Philadelphia. 
Pabst Co., Fred., Milwaukee. 
Reading Iron Co., Reading, Pa. 
NITROGEN 
Linde Air Products Co., New York. 
OIL BURNERS 
Johnson Co., 8. T., Oakland, Cal. 
Williams Oll-O-Matic Heating 
Corp., Bloomington, I). 
OXYGEN GAS 
Linde Air Products Co., New York. 
PARTITIONS, TOILET 
Wels Mfg. Co., H., Atchison, Kan. 
PIPE CLAMPS, REPAIR 
Ludlow Stamping & Fabricated 
Steel Co., Philadelphia. 


Haines, Jones & Cadbury Co 
Philadelphia. 

Hess & Marsh, Los Angeles, Cal. 

Richmond Fdy. & Mfg. Co., Ine., 
Richmond, Va. 


Northern Indiana Brass Co., Elk-| Sanitary Company of America, 
Fl hart, Indiana. Linfield, Pa. 
Lead Roof anges Phoenix Brass Fdy., Irvington, N.J.| Stringer Bros. Co., Chicago. 
LIQUID SOAP DISPENSERS | Walworth Mfg. Co. Boston. 


PIPE, BRASS, COPPER, NICKEL 


from DRAWN LEAD MIXERS, SHOWER BATH American Brass Co., Waterbury. 
° D 1 Co., John, Cincitnnatl Conn. 
No Calking Necessary Haines, Jones & Cadbury Co, Bridgeport Brass Co., Bridgepert, 
Wh rderi tate SIZE Philadelphia. Sonn. 
snd PITCH p ae ar Hoffmann & Billings Mfg. Co., | Chase Metal Wks., Waterbury, Conn. 


Rome Brass & Copper Co., Rome, 
N. Y. 


PIPE, WROUGHT IRON 
Reading Iron Co., Reading, Pa. 
PIPE, WROUG STEEL 
National Tube Co., Pittsburgh. 
Youngstown Sheet & Tube Ce., 
Youngstown, O. 


PLATES, FLOOR AND CEILING 

Beaton & Cadwell Mfg. Co., New 
Britain, Conn. 

Beaton & Corbin Mfg. Co., South- 
fmgton, Conn. 

Crane Co., Chicago. 

Grabler Mfg. Co., Cleveland. 

Penn Engineering Co., Philadelphias 

Wolverine Brass Works, Grand 
Rapids, Mich. 


PLUMBERS’ BRASS GOODS, 
CAST 


Acme Brass Works, Detroit. 
Beneke Mfg. Co., Chicago, 
Capito! Brass Works, Detroit. 
Central Brass Mfg. Co., Cleveland. 
Chicago Faucet Co., Chicago. 
Crane Co., Chicago. 

Douglas Co., John, Cincinnati. 
Enterprise Brass Works, Muske- 


Vy is famous for the brilliance and PIPE CUTTING AND THREAD-| gon. Mich. 
Hi) endurance of its nickel plated finish. ING MACHINES, PORTABLE | Haines, Jones & Cadbury Ce., 

( Armstrong Mfg. Co., Bridgeport,| Philadelphia. 

\ Th B & Co bi .Co Conn. con. & o ea | ~~ apenas 
WY Borden Co., arren, O. ays gs. Co., rie, Pa. 

€ eaton ir in Mfg. 7 Curtis & Curtis Co., Brid 
5 he geport,| Hudson Brass Works, Breoklyn. 
: SOUTHINGTON, CON Conn. McRae & Roberts Co., Detroit. 





POU TITEL 





Replacements 
Mean Profit 


Don't wait for a new pasting w pA go up 
in. 









Robbins, Gamwell & Co., Pittsfield, 


Mass. 
Toledo vv tiepataaaaael Machine Co. 
Toledo, 
Williams Toot Corp., Erie, Pa. 
PIPE CUTTING AND THREAD- 
ING MACHINERY 
Armstrong Mfg. Co., Bridgeport, 
Conn. 

Bignall & Keeler Mch. Works, Ed- 
wardsvilie, Ill. 

Curtis & Curtis 
Conn. 

aa Tap & Die Corp., Green- 

eld 
Robbins, Gamwell & Co., Pittsfield, 


Co., Bridgeport, 


McShane Bell Fdy. Co., Baltimore. 
Morency-Van Buren Mfg. Co., Stur- 
gis, Mich. 
Mueller Co., Decatur, Ill. 
Northern Indiana Brass Co., Elk- 
hart, Indiana. 
Phoenix Brass Fdy., Irvingten, N. J. 
Republic Brass Co., Cleveland. 
Roberts Brass Mfg. Co., Detreit. 
Rundle Mfg. Co., Milwaukee. 
Ryan & Co., J. J., Chicage. 
Speakman Co., Wilmington, Del. 
Standard San. Mfg. Co., Pittsburgh. 
Street & Kent Mfg. Co., Chicago, Ill. 
Union Brass & Metal Mfg. Co., St. 
Paul, Minn. 


peters ones your —, aking Masa. ba nes oy came Works, Grand 
‘ouptain ness. Re un- Rapids, Mich. 

Williams Tool Corp., Erie, Pa. 
sanitary equipment wi a Taylor J . os ™ " 
Fo i (the only ones with PIPE HOOKS AND Woodward-Wanger Co., Philadel 


matic stream con tw 


states that have 
or unsanitary angle stream fountains. 








Beaton & Cadwell Mfg. 
Britain, Conn. 

Wolverine Brass Works, Grand 
Rapids, Mich. 


Co., New 








phia. 
PLUMBERS’ BRASS GOODS, 
TUBU 


LAR 
American Pin Co., Waterbury, Conn 
American Sanitary Mfg. Co., Abing- 


Write PIPE & FITTINGS, ACID 
4 4 —— it Cc Chi 
Duriron Co., Dayton, O. Beneke gs. Co., cago. 
THE HALSEY W. TAYLOR CO.,526N.ParkAve.,Warren,O. Vive anp wrrriNas, som, | fideeport Brass Co., Bridgeport, 
’ DRINKING CAST IRON Ireland & Matthews Mfg. Co., De- 
HALSEY TAYLOR Abendroth Bros., Port Chester, N. Y. troit. 
c FOUNTAIN Duriron Co., Inc., Dayton, O. Milwaukee Flush Valve Co., Mil- 
Eastern Fdy. Co., Boyertown, O. waukee. 
Groeniger Mfg. Co., Columbus, O. | Mueller Co., Decatur, IL. 
es Muon s Mn ie. 


ACME-DETROIT 


Double Laundry Tray Faucets 


The correct faucet for modern 
laundry jobs. Quick compression 
with lever handle and also fur- 
nished with a long spout for three 
part trays. Rough nickel-plated 
finish. Ground joint Brass unions 
for \& inch I. P. connection. 


Wade Traps Are Sanitary 


This grease trap for laun- 
dry trays with accessible 
flushing cleanout, is abso- 
Pea). lutely water and gas tight. 
3 No sewer gas can escape even 
when cover is removed for 
cleaning. Deep water seal 
prevents grease passing out 
and clogging waste pipe. 

Write for catalog showing 


full line. 
WADE IRON SANITARY MFG. CO. 


551 W. Fulton St., CHICAGO : 
DT eeu Ue LLL OL Le 


Mention Domestic ENGINEERING when writing advertisers. 













Lavatory Faucets, Sink Faucets, Drinking Fountains, Laundry Tray 6 
Faucets, Lawn Faucets, Sediment Faucets, Solder Nipples 


If your jobber hasn't our goods in stock write us, giving his name 


Acme Brass Works, Detroit, Mich. 


Eastern Representative: Kessel & Muller, 150 Nassau St., New York 
Western Representative: H. E. Crum, Jr., 400 N. Michigan Ave., Chicago, Ill. 
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Speakman Co., Wilmington, Del. 
Waterbury Mfg. 


Co., Waterbury, 
Conn. 


Wise Co., Inc., J.B., Watertown, N.Y. 
Wolverine Brass Works, Grand 


Rapids, Mich. 
Woodward-Wanger Co., Philadel- 
phia. 
POSTS, PIPE VISE 


Penn Eng. Co., Reading, Pa. 
PRICE GUIDES, PLUMBING 
AND HEATING 
Bareham & Saunders, Rochester. 


Leader Specialty Co., Inc., Indian- 
apolia 


PUMPS, CONDENSATION 
Bishop & Babcock Co., Cleveland. 
Chicago Pump Co., Chicago. 
Trane Co., La Crosse, Wis. 


PUMPS, ELECTRICAL 
Bishop & Babcock Co., Cleveland, 
Chicago Pump Co., Chicago. 
Dayton Pump & Mfg. Co., Day 

ten, O. 
Decatur Pump Co., Decatur, Ill. 
Duro Pump & Mfg. Co., Dayton, O. 
Flint & Walling Mfg. Co., Kendal 
ville, Ind. 
Ft. Wayne Eng. & Mfg. Co., Ft 
Wayne, Ind. 
Leader-Trahern Co., Decatur, IIL 
Monarch Eng. Ce., Dayton, O. 
Myers & Bro. Co., F. B., Ashland, O. 
National Waterlift Co., Kalama- 
zoo, Mich. 


PUMPS, FORCE 
Bishop & Babcock Co., Cleveland, 
Chicago Pump Ce., Chicago. 
Monarch Eng. Co., Dayton, O. 
Myers & Bro. Co., F. E., Ashiand, O. 
National Waterlift Co., Kalama- 
zoo, Mich. 


PUMPS, VACUUM 
Bishop & Baboock Co., Cleveland, 
Chicago Pump Ce., Chicago. 
Imperial Brass Mfg. Co., Chicago. 


O-E Specialty Mfg. Co., Milwaukee. | 


RADIATOR FOOT RAILS 
Beaton & Cadwell Mfg. Co., New 
Britain, Cenn. 


RADIATORS 


American Radiator Co., New York. 

Continental Heater Corp., Dunkirk, 
N.Y. 

Gurney Heater Mfg. Co., Boston. 

Kewanee Boller Co., Kewanee, Iil. 

National Radiator Co., Johnstown, 


a. 
Pierce, Butler & Pierce Mfg. Corp.., |. 


New York. 
Richmond Radiator Co., New York. 
Smith Co., H. B., Westfield, Mass. 


RAMS, HYDRAULIO 


Rife Hydraulic Engine Mfg. 
New York. 


Co 


RANGE BOILERS, COPPER 


Badger & Bons Co., B. B., Boston. 
— Mfg. Co., 80. Boston, 


ans. 

Gerstein Bros. & Cooper, 8. Boston. 

Hayes Mfg. Co., Paterson, N.J. 

Riverside Boller Wka, Inc., Cam- 
bridge, Masa. 

Trageser Steam Copper Wka., John, 
New York. 


RANGE BOILERS, GALVANIZED 

Detroit Range Boller & Steel Bar- 
rel Co., Detroit. 

Koven & Bro., L. O., New York. 

Riverside Boller Wks., Cambridge, 


ass. 

Trageser Steam Copper Wka., John, 
New York. 

Woseels & Sons Co., D. D., Detroit. 

Wheeling Steel Cerporation, Wheel- 
ing, W.Va. 

Wood Mfg. Co., John, Conshohock- 
eon, Pa. 


RANGES, COAL 
Richardson & Boynton Co., New 
York. 
REAMERS, PIPE 
Armstrong Mfg. Co., Bridgeport, 
ona. 





Greenfield Tap & Die Corp., Green- 
field, Mass. 
I. 


Mueller Co., Decatur, 


REGULATORS, DAMPER 


American District Steam Co., No. 
Tonawanda, N. Y. 
American Radiator Co., Buffalo. 
Bishop & Babcock Co., Cleveland. 
Dunham Co., C. A., Chicago, Ml. 
Fulton Co., The, Knoxville, Tenn. 
Honeywell Heating Specialities Co., 

Wabash, Indiana. 
Minneapolis Heat Regulator Co., 
Minneapolis, Minn. 
Nason Mfg. Co., New York. 
National Regulator Co., Chicago. 
O-E Specialty Mfg. Co., Milwaukee. 
Powers Regulator Co., Chicago. 
Sterling Engineering Co., Milwau- 
kee, Wis. 


REGULATORS, HOT WATER 
American Radiator Co., Buffalo. 
Bishop & Babcock Co., Cleveland. 
Fulton Co., The, Knoxville, Tenn. 
Honeywell Heating Specialties Co., 

Wabash, Indiana. 

Minneapolis Heat Regulator Co., 

Minneapolis, Minn. 

Mueller Co., Decatur, Ill. 
Powers Regulator Co., Chicago. 


REGULATORS, TEMPERATURE 

American Radiator Co., Buffalo. 

Bishop & Babcock Co., Cleveland. 

Fulton Co., The, Knoxville, Tenn. 

Honeywell Heating Specialties Co., 
Wabash, Indiana. 

Minneapolis Heat Regulator Co., 
Minneapolis, Minn. 

Powers Regulator Co., Chicago. 


REGULATORS, TEMPERATURE, 
AND RADIATOR COVERS 


Fulton Co., The, Knoxville, Tenn. 


RUBBER GOODS, PLUMBING 
Canfield Co., H. O., Bridgeport, 
Conn. 

Lavelle Rubber Co., Chicago. 
Wolverine Brass Works, Grand 


Rapids, Mich. 
Woodward-Wanger Co., Philadel- 
phia. 


SAWS, HACK, HAND AND 
POWER 


Clemson Bros., Inc., Middletown, 


SAWS, HACK, ROTARY 
Excelso Specialty Wks., Buffalo. 
Hotstream Heater Co., Cleveland. 
Riverside Boller Wks., Cambridge, 

Mass. 


SEATS, TOILET 


Beneke Mfg. Co., Chicago. 

Bre Mfg. Co., Hyde Park, Mass. 

Bullt-Well Mfg. Co., Chicago. 

Coyne & Delany Co., Brooklyn. 

Douglas Co., John, Cincinnati. 

Heap & Sons, Wm., Grand Haven, 
Mich. 

Knott Mfg. Co., Tell City, Ind. 

McLane Mfg. Co., Milford, N. H. 

Never Split Seat Co., Evansville, 
Ind, 

Olmatead-Thomson Mfg. Co., New 
Britain, Conn. 

Sherwood Brass Works, Detroit. 

Standard Tank & Seat Co., Cam- 
den, N. J. 

Van Arnam Mfg. Co., Ft. Wayne, 


Ind. 
Woodward-Wanger Co., Philadel- 
phia. 


SEATS, TOILET, BABY 
Bullt-Well Mfg. Co., Chicago. 
Coyne & Delany Co., Brooklyn. 
Van Arnam Mfg. Co., Ft. Wayne, 

Ind. 


SHOWERS 


Crane Co., Chicago. 

Douglas Co., John, Cincinnatt 

Haines, Jones & Cadbury Co., Phil- 
adelphia. 

Hoffmann & Billings Mfg. Ce., 
Milwaukee. 

Hudson Brass Works, Brookiya. 

Morency-Van Buren Mfg. Co., Stur- 
gis, Mich. 

Mueller Co., Decatur, Il. 

Speakman Co., Wilmington, Del. 

Street & Kent Mfg. Co., Chicago, Ill. 

Wolverine Brass Works, Grand 
Rapids, Mich. 


111 


REPUTATION 


ORE than a quarter of a century 
has been devoted to the upbuild- 
ing of the good name enjoyed by 

WHITLOCK Froducts. The reputation that 
the line enjoys today is our reward and your 
guarantee of excellence. 


No matter what kind of job you are called upon 
to figure on, if it involves equipment for heating 
or cooling water, oils, gases, or any kinds of 
liquid, you will find the proper equipment in the 
Whitlock line. 


It will be easier for you to sell WHITLOCK 
equipment to your customers because of the fine 
reputation it enjoys. 


Call Whitlock engineers into con- 
sultation on any job, any time. 
Their counsel costs you nothing. 


THE WHITLOCK COIL PIPE CO. 
100 SOUTH STREET, HARTFORD, CONN. 
New York Buffalo 


WHITLOCK 
PRODUCTS 


Chicago Boston Philadelphia 





| 


Have you any used 
tools? 


No doubt you have. Chances 
are, they are lying somewhere 
Possibly 
new tools have replaced the old. 
These old tools will bring you 
dollars if advertised in the “For 
Sale” columns of DOMESTIC 
ENGINEERING. Some 


plumber in another locality may 


around your shop. 





be waiting to obtain these tools, 
in good condition, at reduced 
The very low rate of 8c 


prices. 
per word makes the Classified 
Page a good buy. 





Mention Domestic ENGINEERING when writing advertisers. 
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Here’s the Water System 
that SELLS. 


This new Paul System 970-US (100-gal. 

capacity) has the quality, durability and 
price that gets business and keeps it. 

950-US, 180-gal. capacity sells for $130. 


For larger jobs and special installations 
choose from 100 different outfits in the 
Paul line. Write for Paul catalog, pump 
manual and dealer proposition. 


Ft.Wayne Engineering &Mfg. Co. 
1706 Nerth Harrison Street, Ft. Wayne, Ind. 


‘Water Systems 


J for Home andFarm 


—— 
Fully 


Self-Priming — Self- Oiling 
EVERY PAUL SYSTEM IS GUARANTEED 


Automatic 


970-US $118.00 











BOILER SE-MENT-OL 
Repairs 
Cleans 
Protects 


Cast Iron or Steam 
Heating Boilers 


YOUR JOBBER HAS IT 


The Northwestern Chemical Co. 


MARIETTA, OHIO 












































INSURANCE 


AGAINST FLOODED BASEMENTS 


Where the Signet Drain is installed there can be 
no back water 

A perfectly reliable trap that automatically 
keeps out sewage, 

gas and germs. 


stingy: 


~ 


Always works. Noth- 
ing to get out of order 
Brass working parts 


Pat. Dec. 3, 1914 submerged 


The Signet is clean, 
sanitary, simple, dur- 
able and efficient 


Write for 
details 


CRAMPTON-FARLEY BRASS CO. 





KANSAS CITY, MO. 











Gnee on ina Flash! 


Instantly adjustable to any 
quickly and easily without special 
tools and being drawn from a solid 
sheet of pure lead, it will last as long 
as the building 


RETLAW TELESCOPIC 
ROOF FLANGE 


The seamless, corrugated construc- 
tion permits a wide range of expan- 
sion and contraction and insures a 
permanent leak-proof job Packed 
in individual cartons 


ON FLAT 
ROOF 


angle 


ON PITCHED 
ROOF 


Ask your 
jobber or 
write us for 
particulars 


The Harker Mfg. Co. J 
123 W. Third St. Cincinnati, Ohio 


Se EEO 
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SHOWERS, THERMOSTATIC 
Leonard-Rooke, Inc., Providence, 


R. 1. 
Powers Regulator Co., Chicago. 


SINKS, ACID PROOF 
Duriron Co., Inc., Dayton, O. 


SINKS, ENAMELED IRON 
Crane Co., Chicago. 
Jones Hollow Ware Co., Baltimore. 
Kohler Co., Kohler, Wis. 
Rundle Mfg. Co., Milwaukee. 
Standard San. Mfg. Co., Pittsburgh. 
U.S, Sanitary Mfg. Co., Pittsburgh. 


SINKS, PORCELAIN 
Crane Co., Chicago. 
Woodbridge Sooamte Corp., Wood- 
bridge, N. J. 


SINKS, SLOP 
Crane Co., Chicago. 
Douglas Co., John, 
Kohler Co., Kohler, 
Richmond Fdy. & Mfg. 
Richmond, Va. 
Sanitary Company of America, Lin- 
field, Pa. 
Standard San. Mfg. Co., Pittsburgh. 
U.S. Sanitary Mfg. Co., Pittsburgh 


SINKS, STEEL 
Koven & Bro., L. O., New York. 


SINKS, VITREOUS CHINA 
Crane Co., Chicago. 
Douglas Co., John, Cincinnati. 
Maddock's Sone Co., Thos, Tren- 
ton, N.J. 
Standard San. Mfg. Co., Pittsburgh. 


SLEEVES, FLOOR AND CEILING 

Beaton & Cadwell Mfg. Co., New 
Britain, Conn. 

Beaton & Corbin Mfg. Co., South- 
ington, Conn. 


SOLDER 
Du Bois Co., Inc., F. N., New York. 
Raymond Lead Works, Chicago. 
Eagle-Picher Lead Co., Cincinnati 


SOFTENERS, WATER 
Duro Pump & Mfg. Co., Dayton, O. 
Graver Corp., E. Chicago, Ind. 
Monarch Eng. Co., Dayton. 
Refinite Co., Omaha, Nebr. 


SOLDERING FLUXES 
Benson Co., Inc., Alex. R., Hud- 
son, N.Y. 
Northwestern Chemical Co., Mari- 
etta, 


SOLVENTS, SEWER AND 
DRAIN PIPE 


Blue Seal Chemica) Ce., 
N 


Chamberlain Co., Pittsburgh. 
Hercules Chemical Co., New York 


Rutland, Vt. 


Cincinnati. 
is. 


Co., Ine., 


Roselle, 


City. 
Rutland Fire Clay Co., 


SPRINKLER HEADS 
Cc. 8. B. Sprinkler Co., Beston. 


STALLS, URINAL 
Crane Co., Chicago. 
Weis Mfg. Co., H., Atchison, Kan. 


STANDS, PORTABLE, VISE 
Crown Die & Tool Co., Chicago. 
Martin & Sons, H. P., Owensbore, 


Ky. 
Williams & Co., J. H., Breekiyn. 





STANDS, RANGE BOILER 
Eastern Fdy. Co., Boyertown, Pa. 
Richmond Fdy. & Mfg. Co., Inc., 

Richmond, Va. 
Sanitary Company of 

Linfield, Pa. 

Wessels & Sons Co., D. D., Detroit. 


STOCKS AND DIES 
Armstrong Bros. Tool Co., Chicago. 
Armstrong Mfg. Co., Bridgeport, 
Conn. 

Bignall & Keeler Mch. Works, B4- 
wardsville, Iil. 

Borden Co., Warren, O. 

Crown Die & Tél Co., Chicago. 

Greenfield Tap & Die Corp., Green- 
field, Mass. 

Nye Tool & Mach. Works, Chicago. 

Toledo Pipe Threading Machine 
Co., Toledo, Ohio. 


TANKS, CLOSET, COMPOSITION 


Beneke Mfg. Co., Chicago. 

Coyne & Delany Ce., Brooklyn. 

Heap & Sons, Wm., Grand Haven, 
Mich. 


TANKS, CLOSET, ENAMELED 
IRON 


America, 


Crane Co., Chicago. 

Jones Hollow Ware Co., Baltimore. 
Kohler Co., Kohler, Wis. 
Standard San. Mfg. Co., Pittsburgh. 
U.8. Sanitary Mfg. Co., Pittsburgh. 


TANKS, CLOSET, VITREOUS 
CHINA 


Chicago Pottery Co., Chicago. 

Crane Co., Chicago. 

Douglas Co., John, CincinnatL 

Maddock’s Sons Co., Thomas, Tren- 
ton, N.J. 

Standard San. Mfg. Co., Pittsburgh. 

Zwermann Co., Robinson, Il. 


TANKS, CLOSET, WOOD 


Bre Mfg. Co., Hyde Park, Mass. 
Coyne & Delany Co., Brooklyn. 
Olmstead-Thomson Mfg. Co., New 
Britain, Conn. 
Standard Tank & Seat Co., Cam- 
den, N.J. 
Co., Ft. 


Van Arnam Mfg. Wayne, 
Ind. 


TANKS, EXPANSION 


Detroit Range Boller & Steel Bar- 
rel Co., Detroit. 

Graver Corp., BE. Chicago, Ind. 

Koven & Bro., L. O., New York. 

Novelty Steam Boiler Wks., Balti- 
more. 

Penn Engineering Co., Philadelphia. 

Riverside Boiler Werks, Inc., Cam- 
bridge, Mass. 

Trageser Steam Copper 
John, New York. 

Wheeling Steel Cerporation, Wheei- 
ing, W.Va. 


TANKS, PNEUMATIC 
Graver Corp., E. Chicago, Ind. 
Kewanee Boller Ce., Kewanee, Ill. 
Leader-Trahern Co., Decatur, Ill. 
Novelty Steam Boller Works, Bal- 
timore. 

Richmond Engineering Co., Rich 
mond, Va. 

Wilks Mfg. Co., 8. Chicago. 

Wood Mfg. Co., John, Conshoheck- 
en, Pa. 


Works, 





— 


is visible 


i 


Raising or soenier 
® chain upstairs opens 
and closes the gas 
valve in the basement 
which is ignited by a 
pilot light. aves 
countless trips up and 
down stairs. 


* action. 
3“ experiment. 
satisfied 


Q! 
I 
i 


LLnL ELD eS de ed dd ded. de de ke he 
oT TTT" ev..0,.r0''te 





Johnson Gas Lighter with ~ | 
Every Water Heater 


Equip all old ones. 

to thread or cut. 
— from one or two floors and 

from basement. 
indication 
heater is lighted, 
tant SAFETY feature, 
clusive with the JOHNSON 
. GAS LIGHTER. Positive in 
Reliable. 


customers. 
from your jobber today. 


Johnson-Murphy Co. 


10226 Woodward Ave. 
DETROIT, MICH. 


Big year for the 
dealer who sells a 


om’ 


No pipes 
Operates 


Ring on hook - 
that ~ 
an impor- 
ex- 


Safe. No 
Thousands of 
Order 
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for Public Toilets 


The open front Seat is the accepted type 
because of the greater sanitary advantage 
its use affords. This type, however, should 
be more than ordinarily reinforced, par- 
- ticularly since the public toilet is sub- 
jected to more severe use and abuse. 








Under view of 
VanArCo Open Front VanArCo Open Front Seats are always 


Seat No. 176. Note furnished with brass reinforcing plates, 
ope a hinge nickel plated, in addition to the regular 
SS Sy. Saaen. ‘“‘Peg-Lock”’ reinforcement of the joint 
which is built in. This double reinforce- 
a ment conforms to the regular VanArCo 
Ask — to policy of long life service, and enables 
the VanArCo Open Front Seat to stand 

up under the most trying conditions. 





On your next public toilet job use 
VanArCo Open Front Seats. You can be 
assured that your customer will get the 
kind of service he has the right to expect. 


VanArCo Products which include 
Wood Drain Boards, Sweat Proof 
Wood Closet Tanks and Anti-Sing- 
ing Ball Cocks are distributed thru 
the jobber. 








Van Arnam Manutacturing ©. 
Fort Wayne, Indiana, , y..8.CA. 























THE NATIONAL ASSOCIATION 
OF MASTER PLUMBERS 
OF THE UNITED STATES IWC. 


DEPENDABLE 
SERVICE 


Just as the mark of the National Association ot 
Master Plumbers stands for quality goods, so 
does the band of diamond knurls on a Reading 
Nipple stand for quality. It can be quickly 
seen and safeguards the plumber against error or 
substitution. 


You can make any test you wish on a Reading 
Nipple. Note their clean, sharp, even threads. 
See how the ends are beveled and reamed. 
Screw them into an elbow and watch how easily 
they go in and how smoothly they pull up tight. 
Vheir absolute uniform size and great durability 
have always distinguished Reading Wrought 
[ron Nipples from other nipples. 


“Make the little things count” on your next 
installation by using Reading Genuine Wrought 
fron throughout. 


READING IRON COMPANY 
READING: PENNA. 
World’s Largest Manufacturers 
of Genuine Wrought Iron Pipe 


READING PIP 


GENUINE WROUGHT IRON 
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TANES, SEPTIC 


Chemical Toilet Corp., Syracuse. 

Graver Corp., E. Chicago, Ind. 

Richmond Engineering Co., Rich- 
Mond, Va. 


TANKS, STORAGE, STEEL 
Caldwell Co., W. EL, Louisville, Ky. 
General Boilers Co., Waukegan, Ill. 
Gerstein Bros. & Cooper, 8. Boston, 
Graver Corp., E. Chicago, Ind. 
Kewanee Boiler Co., Kewanee, Ill. 
Koven & Bro., L. O., New York. 
Leader-Trahern Co., Decatur, Ill, 
Novelty Steam Boller Works, Bal- 

timore. 

Richmond Engineering Co., Rich- 
mond, Va. 
Trageser Steam Copper Works, 

John, New York. 

Wilks Mfg. Co., 8. Chicago. 
Wood Mfg. Co., John, Conshohock- 
en, Pa. 


TANKS, STORAGE, WOOD 
Caldwell Co., W. B., Louisville, Ky. 


THERMOMETERS, DIAL 
Powers Regulator Co., Chicago. 


THERMOSTATS 
American Radiator Co., Buffalo. 
Bishop & Babcock Co., Cleveland. 
Fulton Co., The, Knoxville, Tenn, 
Honeywell Heating Specialties Co 

Wabash, Indiana. 
Hotstream Heater Co., Cleveland. 
Minneapolis Heat Regulator Co., 
Minneapolis, Minn. 
Powers Regulator Co., Chicago. 


THERMOSTATS, AUTOMATIC 
WATER HEATER 
Sands Mfg. Co., Cleveland. 


TORCHES, LEAD BURNING, 
WELDING AND CUTTING 
Oxweld Acetylene Co., Long Island 

City, N. Y. 


TOWERS, STEEL AND WOOD 
Caldwell Co., W. E., Louisville, Ky 
Graver Corp., E. Chicago, Ind. 


TRAPS, ACID PROOF 
Duriron Co., Inc., Dayton, O. 


TRAPS, ANTI-SIPHON 
American Pin Co., Waterbury, Conn, 
American Sanitary Manufacturing 

Co., Abingdon, Ill. 
Eagle-Picher Lead Co., CincinnatL 


Ireland & Matthews Mfg. Co.,. 


Detroit. 
Raymond Lead Works, Chicago. 
Richmond Fdy. & Mfg. Co., Inc., 
Richmond, Va. 
Sanitary Company of America, 
Linfield, Pa. 
Street & Kent Mfg. Co., Chicago., IIL 
Wise, Inc., J. B., Watertown, N. Y. 
Wolverine Brass Works, Grand 
Rapids, Mich. 


TRAPS, BACK WATER 
Blake Specialty Co., Rock Island, 


i. 
Compound Inj. & Specialty Co., 
Chicago. 
Crampton-Farley Brass Co., Kan- 
sas City, Mo. 
Greenwood Mfg. Co., Detroit. 
Josam Mfg. Co., The, Cleveland. 
Illinois Malleabie Iron Co., Chicago. 
Wade Iron San. Mfg. Co., Chicago. 


TRAPS, BRASS 
American Pin Co., Waterbury, Conn 


IMPROVED 


tion. 
Guaranteed 
lapse. 








WILHELMI and MODERN 
Copper Range Boilers 
Unexcelled in design, mate- 
rial and workmanship. 
Interior thoroughly tinned. 
No iron used in construc- 


Always ameter. You 
can safely install t 
your best jobs. 


Order from your Jobber. Made by 


Hayes Manufacturing Co. 


Paterson, N. J. 


American Sanitary Mfg. Company, 
Abingdon, Iil. 
Bridgeport Brass Co., Bridgeport, 
Conn. 
Central Brass Mfg. Co., Cleveland. 
Haydenville Co., Haydenvilie, Mass. 
Ireland & Matthews Mfg. Co., De- 
troit. 
Wise, Inc., J. B., Watertown, N. Y. 
Wolverine Brass Works, Grand 
Rapids, Mich. 
Woodward-Wanger Co., Philadel- 
phia. 
TRAPS, CAST IRON 
— Specialty Co., Rock Island, 


Compound Inj. & Specialty Co., 
Chicago. 

Eastern Fdy. Co., Boyertown, Pa. 

Greenwood Mfg. Co., Detroit. 

Groeniger Mfg. Co., Columbus, O. 

Josam Mfg. Co., The, Cleveland. 

Richmond Fdy. & Mfg. Co., Inc., 
Richmond, Va. 

Riverside Fdry. & Galv. Co., Kala- 
masoo, Mich. 

Sanitary Company of America, 
Linfield, Pa. 


TRAPS, CATCH BASIN 
Crampton-Farley Brass Co., Kan- 
gas City, Mo. 
Compound Injector & Specialty 
Co., Chicago. 
Eastern Fdy. Co., Boyertown, Pa. 
Estabrook’s Sons, R., So. Boston. 
Illinois Malleable Iron Co., Chicago. 
Josam Mfg. Co., The, Cleveland. 
Richmond Fdy. & Mfg. Co., Inc., 
Richmond, Va. 
Sanitary Co. of America, Linfield, 


Pa. 
Wade Iron San. Mfg. Co., Chicago. 


TRAPS, DRUM 
a Speciality Co., Rock Island, 
I 


Compound Inj. & Specialty Co., 
Chicago. 

Eagle-Picher Lead Co., Cincinnati. 

Eastern Fdy. Co., Boyertown, Pa: 

Greenwood Mfg. Co., Detroit. 

Raymond Lead Works, Chicago. 

Richmond Fdy. & Mfg. Co., Inc., 
Richmond, Va. 

Riverside Foundry & Galv. Co., 

lamazoo, Mich. 

Sanitary Company of America, 
Linfield, Pa. 

Wade Iron San. Mfg. Co., Chicago. 


TRAPS, GREASE 
Compound Inj. & Specialty Co., 
Chicago. 
Estabrook’s Sons, R., So. Boston. 
Koven & Bro., L. O., New York. 
Raymond Lead Works, Chicago. 
Street & Kent Mfg. Co., Chicago., Ill. 
Wade Iron San. Mfg. Co., Chicago. 


TRAPS, LEAD 
Du Boils Co., Ino., F. N., New York. 
Eagle-Picher Lead Co., Cincinnati. 
Raymond Lead Works, Chicago. 


TRAPS, RADIATOR AND STEAM 
American District Steam Co., No. 
Tonawanda, N. Y. 
Bishop & Babcock Co., Cleveland. 
Crane Co., Chicago. 
Dunham Co., C. A., Chicago. 
Fulton Co., The, Knoxville, Tenn. 
IlIinoia Engineering Co., Chicago. 
Johns-Manville, Inc.. New York. 
Lytton Mfg. Corp., Franklin, Va. 
O-E Speciaity Mfg. Co., Milwaukee. 
Sterling Eng. Co., Milwaukee. 




















IMPROVED 
MODERN 
BOILER 


PATON 











against col- 


em on 



















a IMPROVED» 
VULCAN” DROP-FORGED 
CHAIN PIPE WRENCH 


With Double-Ended Rever- 
sible Jaws, assuring the 
service of “‘two tools at 
the price of one.” 









fust Madout Literatu 


J. H. WILLIAMS & CO. 

‘*The Wrench People”’ 
BUFFALO 

NewYork Chicago 


























are the kind it would pay to use even if 
they cost more—which they don’t—because 
every one is perfect. Made only from new 
pipe to close limits for accuracy—reamed 
and chamfered for easy threading. 


Supplied to the trade through the jobber 


Fred Pabst Company, Manufacturers 


917 Chestnut Street Milwaukee, Wisconsin 
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Better Kind 


Grand Haven Brass Foundry, Grand Haven, Mich. [ie 
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When you need 


Soldering Flux, 


Try Yager’s. 
Y, Ib., 1 Ib. and 5 Ib. 


WELL COVERED 
WHEM WOT IN USE 


(RLS) 


1 r . . 
voor 25 sok Denn STE Your dealer will supply you or 
BP in a come PAE write us and ask for Free samples 


ALEXR.BENSONCO.,INC., HUDSON, N. Y. 


For list of distributors see 1924 McRae Blue Book 
Sales Agency for Canada: Canadian General Electric Co., Ltd., Toronto & Montreal 
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The “ALWAYS RELIABLE” 
are GOOD FURNACES 


and TORCHES 


Considered the most practical, 
most durable, and most econom- 
ical by thousands of mechanics 
and workers in all trades. 

Made in all grades and styles; 
from the best to the cheapest. 
Ask for catalog on entire line. 


Most jobbers can furnish from stock. 
Others will gladly order for you. 








Covered by patents 
No. 14—Pump. 


No. 13—Bulb. 
One Gallen. Welded Tank 


OTTO BERNZ CO. INC., Newark, N. J. 


ESTABLISHED 1876 
















A Friend Indeed — 
Is This Range Boiler 
Manual 


It contains a vast amount of ac- 
curate information on the method 
of installing RANGE BOILERS 
and hot water systems. If you 
haven’t a copy you should by all 
means send for one. It’s free to 
plumbers. 





Detroit Range Boiler & Steel Barrel Co. 
Detroit - Michigan 

































An Emergency 
Leak Stopper 











I PIPE REPAIR CLAMP | 
rN 


MADE IW ALL SIZES 


iS eeenemsenentll 
Write for 


Prices 


| een 


Writefor 
Folder 





RUBBER PACKING 


STOPS LEAKS IMMEDIATELY 


Anywhere Along the Line, Steam — Pressure —Water 


Here, MR. PLUMBER, is a clamp that will let you stop ten leaks or a 
bundred leaks in a day. Go back and do a permanent job when you 
have the time. Aclamp that requires no tools to put on and is none- 
corrosive. Keep asupply on hand. Order thru your supply house or 
direct from 


Ludlow Stamping and Fabricated Steel Co. 
anufacturers and Distributors 
779 North 28th Street Philadelphia, Pa. 
Dept. K 


























The 


Pop-Up Waste 


that is just a 
little better 


TECK 





Ask your jobber 
TECK MFG. COMPANY 


3801 N. Ashland Ave. CHICAGO 





Fig. A-470 
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TRAPS, SAND 
Eastern Fdy. Co., Boyertown, Pa. 
Richmond Fdy. & Mfg. Co., Ine., 
Richmond, Va. 
Sanitary Company of America, Lin- 
field, Pa. 


TRAPS, 
Nason Mfg. Co., 
Powers Regulator Co., 
TRAPS, STEAM, RETURN 
Bishop & Babcock Co., Cleveland. 
Dunham Co., C. A., Chicago. 


Fulton Co., The, Knoxville, Tenn. 
Illinois Engineering Co., Ch 
Lytton Mfg. Corp., Franklin, Va 
O-E Speciaity Mfg. Co., Milwaukee. 
Sterling Eng. Co., Milwaukee, Wis. 
Trane Co., La Crosse, Wis 


TRAPS, VACUUM 
Bishop & Babcock Co., Cleveland. 
Crane Co., Chicago. 
Dunham Co., C. A., Chicago, 
Fulton Co., The, Knoxville, Tenn 
O-E Speciality Mfg. Co., Milwaukee. 
Penberthy Injector Co., Detroit. 
Sterling Eng. Co., Milwaukee, Wis. 
Trane Co., La Crosse, Wis. 


TRAYS, LAUNDRY 

Chicago Granitine Mfg. Co., Chi- 
cago. 

Douglas Co., John, Cincinnati. 
Kobler Co., Kohler, Wis. 
Standard San. Mfg. Co., Pittsburgh. 
U.S. Sanitary Mfg. Co., Pittsburgh 
Wesely Co., Chas., Chicago. 
Wessels & Sons Co., D. D., Detroit. 


TRUCKS, MOTOR 


STEAM 
New York. 
Chicago. 


Ford Motor Co., Detroit. 
General Motors Truck Co., Pon- 
tiac, Mich. 

TUBES, SEAMLESS, BRASS 
COPPER, NICKEL 
American Brass Co., Waterbury, 

Conn. 
Bridgeport Brass Co., Bridgeport, 
Conn. 


Chase Metal Wks., Waterbury, Conn 
Rome Brass & Copper Co., Rome, 
N.Y. 


UNIONS, BRASS 
Crane Co., Chicago. 
McRae & Roberts Co., Detroit. 
Walworth Mfg. Co., Boston. 


UNIONS, IRON 
Crane Co., Chicago. 
Grabler Mfg. Co., Cleveland. 
Illinois Malleabile Iron Co., Chicago, 
Standard Union Co., Boston. 
Walworth Mfg. Co., Boston. 


URINALS 
Crane Co., Chicago 
Douglas Co., John, 
Imperial Brass Mfg. 
Kohler Co., Kohler, 
Standard San. Mfg. Co., Pittsburgh 


VALVES, ACID PROOF 
Duriron Co., Inc., Dayton, O. 


VALVES, ANGLE, BRASS 


American Radiator Co., Buffalo. 
Capitol Brass Works, Detroit. 
Crane Co., Chicago. 

Detroit Lubricator Co., Detroit. 
Haydenville Co., Haydenville, Mass. 
Jenkins Bros, New York City. 
Kennedy Valve Mfg. Co., Elmira 

N. ¥. 

Ohio Brass Co., Mansfield, O. 
Penberthy Injector Co., Detroit. 
Scott Valve Mfg. Co., Detroit. 
Walworth Mfg. Co., Boston, Mass. 


VALVES, BOILER FEEDER 
Nason Mfg. Co., New York. 


VALVES, FLUSH, WATER 
CLOSET, METER TYPE 


Beaton & Cadwell Mfg. 
Britain, Conn. 
Douglas Co., John, Cincinnatl 
Haas Co., Philip, Dayton, O. 
Hedges & Bro., Newark, N. J. 
Imperial Brass Mfg. Co., Chicago 
Morency-Van Buren Mfg. Co., Stur 
gis, Mich. 
Bloan Vaive Co., Chicago. 


VALVES, FLUSHING, WATEE 
CLOSET 


Cincinnatl. 
Co., Chicago, 
Wis. 


Co., New 


Crane Co., Chicago. 
Curtin Valve Co., A. F., Medford, 


Masa. 
McShane Bell Fdy. Co., Baltimore, 
Morency-Van Buren Mfg. Co., Stur- 
gis, Mich. 


Republic Brass Co., Cleveland. 

Wolverine Brass Works, Grand 
Rapids, Mich. 

oe Co., Philadel- 
phia. 


VALVES, GATE, BRASS 


Capitol Brass Works, Detroit. 

Central Brass Mfg. Co., Cleveland 

Commonwealth Brass Corp., De- 
troit. 

Crane Co., Chicago. 

Detroit Lubricator Co., Detroit. 

Jenkins Bros., New York. 

as ad Valve Mfg. Co., Elmira, 
N 


Ohio Brass Co., Mansfield, O. 
Penberthy Injector Co., Detroit. 
Scott Valve Mfg. Co., Detroit. 
Walworth Mfg. Co., Boston. 


VALVES, GATE, IRON 
Crane Co., Chicago. 
ss ta Valve Mis. 


Scott Valve Mfg. Co., Detroic 
Walworth Mfg. Co., Boston. 


Bow: 


Co., Elmira, 


VALVES, GLOBE, BRASS 
American Radiator Co., Buffalo. 
Central Brass Mfg. Co., Cleveland. 
Commonwealth Brass Corp., De- 

troit. 
Crane Co., Chicago. 
Detroit Lubricator Co., Detroit. 
Fulton Co., The, Knoxville, Tenn. 
Haydenville Co., Haydenville, Mass. 
Jenkins Bros., New York. 
—y" Valve Mfg. Co., 


Ohio Brass Co., Mansfield, O. 
Scott Valve Mfg. Co., Detroit. 
United Brass Mfg. Co., Cleveland. 
Walworth Mfg. Co., Boston. 


Elmira, 


VALVES, GLOBE, IRON BODY 


Crane Co., Chicago. 

as ad Valve Mfg. Co., Elmira, 
oie 

Scott Valve Mfg. Co., Detroit. 

Walworth Mfg. Co., Boston. 


VALVES, PRESSURE REDUCING 
AND REGULATING 


American District Steam Co., No. 
Tonawanda, N.Y. 

Bishop & Babcock Co., Cleveland 

Crane Co., Chicago. 

Dunham Co., C. A., Chicago, Il. 

Fulton Co., The, Knoxville, Tenn. 

Mueller Co., Decatur, IIL 


VALVES, PRESSURE 
Neptune Meter Co., New York. 
Scott Valve Mfg. Co., Detroit. 


VALVES, RADIATOR 
American Radiator Co., Buffalo. 
Bishop & Babcock Co., Cleveland. 
Capitol Brass Works, Detroit. 
Commonwealth Brass Corp., De- 
troit. 

Crane Co., Chicago, 

Detroit Lubricator Co., 

Dole Valve Co., Chicago. 

Dunham Co., C. A., Chicago. 

Gorton & Lidgerwood Co., 
York. 

-— - Brass Wks., Hammond, 
Ty 

Honeywell Heating Specialties Co., 
Wabash, Indiana. 

Jenkins Broa, New York. 

Kennedy Valve Mfg. Co., Elmira, 
N.Y. 

Kinsey & Mahler Co., Peoria, Ill. 

O-E Speolalty Mfg. Co., Milwaukee. 
Ohio Brass Co., Mansfi 

Penn Engineering Co., Philadelphia. 

Scott Valve Mfg. Co., Detroit. 

Sherwood Brass Works, Detroit. 

Sterling Eng. Co., Milwaukee. 

Trane Co., La Crosse, Wis 


Detroit. 


New 


VALVES, RADIATOR, AIE 
American Radiator Co., New Yerk. 


Beaton & Cadwell Mfg. Co., New 
Britain, Conn. 
Beaton & Corbin Mfg. Co., South- 


ington, Conn. 
Bishop & Babcock Co., Cleveland. 
Crane Co., Chicago. 
Dole Valve Co., Chicago. 
Dunham Ce., C. A., Chicago. 
Fulton Co., The, Knoxville, Tenn. 
Jenkins Bros., New York. 
O-E Bpecialty Mfg. Co., Milwaukee. 
Penn Engineering Co., Philadelphia. 
Sterling Eng. Co., Milwaukee. 
Trane Ce., La C is. 


rosse, 
Waterbury Mfg. Co.. Waterbury. 





Phoenix Brass Fay., Irvington, N. J. 


Cena. 
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VALVES, RADIATOR, AIR, 
AUTOMATIO 
American Radiator Co., New York. 
Beaton & Cadwell Mfg. Co., New 
Britain, Conn. 
Beaton & Corbin Mfg. Co., South- 
ington, Conn. 
Bishop & Babcock Co., Cleveland. 
Dole Vaive Co., Chi 
Fulton Co., The, Knoxville, Tenn. 
O-EB Specialty Mfg. Co., Milwaukee. 
Penn Engineering Co., Philadelphia. 
Waterbury Mfg. Co., Waterbury, 


Conn. 
VALVES, RADIATOR, GRAD- 
UATED, MODULATING 
American District Steam Co., No. 
Tonawanda, N.Y. 
American Radiator Co., Buffalo. 
Bishop & Babceck Co., Cleveland. 
Commonwealth Brass Corp., De- 
troit, Mich, 
Crane Co., Chicago. 
Detroit Lubricator Co., Detroit. 
Dole Valve Ce., Chicago. 
Dunham Co., C. A., Chicago. 
Fulton Co., The, Knoxville, Tenn. 
Gorton & Lidgerwood Co., New 


Yor 
Illinois Engineering Co., Chicago. 
O-E Specialty Mfg. Co., Milwaukee. 
Ohio Brass Co., Mansfield, O. 
Sterling Eng. Co., Milwaukee. 


VALVES, RADIATOR, PACKLESS 
American Radiator Co., Buffalo. 
Bishop & Babcock Co., Cleveland. 
Commonwealth Brass Corp., De- 
troit, Mich. 
Detroit Lubricater Co., Detroit. 
Dole Valve Ce., Chicago. 
Dunham Co., C. A, Chicago. 
Fulton Co., The, Knoxville, Tenn. 
Gorton & Lidgerwood Co., New 
York. 
Imperial Brass Mfg. Co., Chicago. 
O-E Specialty Mfg. Co., Milwaukee, 
Ohio Brass Co., Mansfield, O. 
Sterling Eng. Ce., Milwaukee, Wis. 


VALVES, STEAM 
Bishop & Babcock Co., Cleveland. 
Capitol Brass Works, Detroit. 
Commonwealth Brass Corp., De- 

troit, Mich. 

Crane Co., Chicago. 
Dole Valve Co., Chicago. 
Fulton Co., The, Knoxville, Tenn. 


Haydenville Ce., Haydenville, Mass, 


Jenkins Bros., New York. 
Johnsa-Manville, Inc., New York. 
i tad Valve Mfg. Co., Elmira, 


Kinsey & Mahler Co., Peoria, Ill. 
O-B Specialty Mfg. Co., Milwaukee. 
Ohio Brass Ce., Mansfield, O. 
Penberthy Injector Co., Detroit. 
Powers Regulator Co., Chicago. 
Scott Valve Mfg. Co., Detroit. 


VALVE-UNIONS 
Nason Mfg. Co., New York. 


VAPOR AND VACUUM HEATING 
SYSTEMS 


American District Steam Co., No. 
Tonawanda, N. Y. 

Bishop & Babcock Co., Cleveland. 

Dunham Co., C. A., Chicago. 

O-E Specialty Mfg. Co., Inc., Mil- 
waukee. 

Richardson & Boynton Co., 
York. 


New 





Sterling Eng. Co., Milwaukee, Wis. 
Trane Co., La Crosse, 


VISES, PIPE 


Armstrong Bros., Tool Co., Chicago. 

Armstrong Mfg. Co., Bridgeport, 
Conn. 

Crown Die & Tool Co., Chicago. 

Greenfield Tap & Die Corp., Green- 
field, Maas. 

Nye Tool & Mch. Works, Chicago. 

Toledo Pipe Threading Machine 
Co., Toledo. 

Williams & Co., J. H., Buffalo. 


WASHERS 
Bell, Andrew, Estate of, Newark. 
WATER CLOSET COMBINA- 
TIONS 


Universal Sanitary Mfg. Co., New 


Castle, Pa. 
Zwermann Co., Robinson, Il. 


WATER CLOSETS, AUTOMATIC 
FLUSHING 

Haas Co., Philip, Dayton, O. 

Kelly & Bros., Thos., Chicago. 

Sherwood Brass Works, Detroit. 

Standard Ban. Mfg. Co., Pittsburgh. 

Vogel Co., Jos. A., Wilmington, Del. 


WATER CLOSETS, FROST 
PROOF 


Haas Co., Philip, Dayton, O. 
Kelly & Bros., Thos., Chicago. 
Vogel Co., Jos. A., Wilmington, Del. 


WATER SUPPLY SYSTEMS, 
PNEUMATIC 


Bishop & Babcock Co., Cleveland. 
Dayton Pump & Mfg. Co., Day- 


ton, O. 
Decatur Pump Co., Decatur, Il. 
Delco-Light Co., Dayton, O. 
Duro Pump & Mfg. Co., Dayton, O. 
Flint & Walling Mfg. Co., Ken- 
Galiville, Ind. 
Ft. Wayne Eng. & Mfg. Co., Ft. 
Wayne, Ind. 
Gurley Pump & Mfg. Co., Indian- 
apolis, Ind. 
Leader-Trahern Co., Decatur, Il 
Monarch Eng. Co., Dayton, O. 
Myers & Bro. Co., F. E., Ashland, O. 
National Waterlift Co., Kalamazoo, 
Mich. 


WELDING APPARATUS AND 
SUPPLIES 
Oxweld Acetylene Co., Long Island 
City, N 


WELDING GAS 
Prest-O-Lite Co., Inc., New York. 


WRENCHES, PIPE 


Armstrong Mfg. Co., Bridgeport, 
Conn. 

Brunswick-Kroeschell Co., Chicago. 

Greenfield Tap & Die Corp., Green- 
field, Mass. 

Henry & Allen, Auburn, N.Y. 

Walworth Mfg. Co., Boston. 

Williams & Co., J. H., Buffalo. 

Woodward-Wanger Co., Philadel- 
phia. 


WRENCHES, PIPE, CHAIN 
Armstrong Bros., Tool Co., Chicago. 
Brunswick-Kroeschell Co., Chicago. 
Drop Forging Co. of New York, 

Jersey City, N.J. 

Walworth Mfg. Co., Boston. 
Williams & Co., J. H., Buffalo. 











TOLEDO 





Specify REICHERT Floats 





FEDERAL 
Absolutely solderless. Guaranteed leak-proof as long as the copper itself lasts, 
THE REICHERT FLOAT & MFG. CO., 2238 Smead Ave., Toledo, Ohio 






+ PLUMBERS’ 


@ ENAMELED IRON GOODS 





BACKED by thirty years’ experience in the 

manufacture of high grade Enameled Iron 
Hoppers, Tanks, Traps, Sinks, Backs, Drain Boards, 
Lavatories and Drinking Fountains. Also Cess- 
pools, Manhole Frames with Covers and Solder Pots 





Jones HollowWare Company 
BALTIMORE, MD. 














WATER SYSTEMS 


When you install one, you're through 
Gear driven instead of belt-—better de 
sign throughout--mean no trouble for 
the user. And satisfied customers mean 
bigger business and bigger profits for you 
FIT ANY SERVICE 
Shallow-well or deep-well-—direct or al 
ternating current—-110 or 32 volts diff 
erent capacities. Write for catalogue 
and prices. 
DELCO-LIGHT COMPANY 
Subsidiary of General Motors Corporation 


Dept. Q-1, DAYTON, OHIO 











A AEE IL TERRIA PA RENBE NR ISE  RRESA TTRBORME i 
Mention Domestic ENGINEERING when writing advertisers. 





Prevents damage by water 


Every building should be 
equipped with a Braender 
Cellar Drainer. It removes 
water from cellars, trenches, 
elevator and boiler pits 
where surplus water accu- 
mulates from any source, 
automatically using water 
pressure for power. 








Simply and strongly built 
with brass and copper ex- 
clusively. Operates for 
years without attention or 
upkeep. 


The ejector unit ts 
sold separately 
when automaticfea- 
ture ts not desired 


The BRAENDER DRAINER CO. 


315 Fourth Avenue NEW YORK CITY 


























SIMPLEX 


Safety Waste Shower 
and Floor Drain 


The Drain 
with the 
accessible 
Safety 
Waste 
features 
Write for Catalog and Prices 
-* Covering SIMPLEX DRAINS 


Manufactured by 
HESS & MARSH 
1614 South Flower St. Los Angeles, Calif. 
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“Lo, atty—take your 
bath yet? Sure I did— 
an’ I feel like ever’thin.” 


School 
Days 


and 


“The Story 
of the Bath” 


Schools want “The Story of the Bath.” 

Plumbers want and need publicity, pres 
tige and an educated public. By giving the 
schools what they want, plumbers can get 
what they need. © Now is the time to have 
your superintendent of schools read the story 
and to offer to present enough copies for 
supplementary reading. € The schools of 


more than 100 cities and towns are using Raw. 
this story and are enthusiastic about it. _ 
“Tne & he Bath” 

€ Story of the bath 


And the Bath a Day Movement were started on their way by ‘‘Domestic Engineering’’ for the 
good of the public in general, and the plumbing industry in particular. And they are bringing 
much good to plumbing every day in every way. The prices just about cover the cost. In 
lots of 100 or more the price of “‘The Story of the Bath” is 10 cents per copy; in lots of 1,000 
or more, 7!5 cents. These rates include transportation charges, Outline Studies for teachers, 
and envelopes for mailing, if needed. 


Promise to Read ‘‘The Story of the Bath’’ and a Free Copy Will Be Sent You 
DOMESTIC ENGINEERING 
- CHICAGO, ILLINOIS 


ECO OE OE BOOST OIE IOS 


1900 Prairie Avenue 




















